The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 22-0041 


Company 


Kimsion Plastic & Metal 
Manufacturing Limited 


Dragon Fine Design Limited 


James Wong & Co. Ltd 


Geberit South East Asia Private 
Limited 


Geberit South East Asia Private 
Limited 


Geberit South East Asia Private 
Limited 


Geberit South East Asia Private 
Limited 


Geberit South East Asia Private 
Limited 


Geberit South East Asia Private 
Limited 


Company's Telephone / Web Site 


2493 0257 
www.kimsion.com 


3791 2360 
www.dragonfine.com 


2811 5868 


www.jameswongco.com.hk 


www.geberit.com.sg 


www.geberit.com.sg 


www.geberit.com.sg 


www.geberit.com.sg 


www.geberit.com.sg 


www.geberit.com.sg 





Spenca + Kims 
2004-3L 


MIKI-2650-V2 + 
40.1059.000 


MIKI + Neoperl 


Presto 705 


Geberit 116.293.21.1 + 


243.637.00.1 


Geberit 116.293.21.1 + 


243.637.00.1 


Geberit 116.273.21.1 + 


243.637.00.1 


Geberit 116.271.21.1 + 


243.637.00.1 


Geberit 116.283.21.1 + 


243.637.00.1 


Geberit 116.281.21.1 + 


243.637.00.1 


E00-2801B + E09- 


Country of Origin 


China 
(Tap and Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


Switzerland (Tap); 
Germany (Flow 
Controller) 


Switzerland (Tap); 
Germany (Flow 
Controller) 


Switzerland (Tap); 
Germany (Flow 
Controller) 


Switzerland (Tap); 
Germany (Flow 
Controller) 


Switzerland (Tap); 
Germany (Flow 
Controller) 


Switzerland (Tap); 
Germany (Flow 
Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


25.3.2022 


25.3.2022 


25.3.2022 


09.2.2022 


09.2.2022 


09.2.2022 


09.2.2022 


09.2.2022 


09.2.2022 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 22-0040 


TN 22-0039 
TN 22-0038 
TN 22-0037 


TN 22-0032 


Company 


Geberit South East Asia Private 


Limited 


Geberit South East Asia Private 


Limited 


Alliance Ascent Holdings Ltd 


Glory Top Building Materials 


Limited 


Glory Top Building Materials 


Limited 


Glory Top Building Materials 


Limited 


Glory Top Building Materials 


Limited 


VOLA A/S 


TOTO (H.K.) Limited 


Company's Telephone / Web Site 


www.geberit.com.sg 


www.geberit.com.sg 


2372 9322 
www.allianceascent.com 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


45-70-23-55-00 
www.vola.com 


2861 3177 
hk.toto.com 





Geberit 


Geberit 


Schell + 
Neoperl 


Armitage 
Shanks + DMP 


Armitage 
Shanks + DMP 


Armitage 
Shanks + DMP 


Vola + Neoperl 


TOTO + 
Neoperl 


116.263.21.1 + 
243.637.00.1 


116.261.21.1 + 
243.637.00.1 


021680699 + 
A5.9042.1 


AX-IR-100/AVA-CP 
+ FR-100/2-PLA 


A4847AA + R/70128 


A4846AA + R/70128 


A4845AA + R/70128 


431X + 
44.7159.0.0001 


DLE126A + 
DLE124DH + 
58.8138.10000 


Country of Origin 


Switzerland (Tap); 
Germany (Flow 
Controller) 


Switzerland (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


UK 
(Tap and 
Flow Controller) 


UK (Tap); 
Italy (Flow Controller) 


UK (Tap); 
Italy (Flow Controller) 


UK (Tap); 
Italy (Flow Controller) 


Denmark (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
UK (Flow Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


09.2.2022 


09.2.2022 


28.1.2022 


28.1.2022 


28.1.2022 


28.1.2022 


28.1.2022 


21.1.2022 


21.1.2022 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 22-0023 


Company 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


Company's Telephone / Web Site 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 





TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


DLE126A + 
DLE124DE + 
T58.8131.10000 


DLE117AN + 
DLE124DH + 
58.8138.10000 


DLE117AN + 
DLE124DE + 
T58.8131.10000 


DLE112AN + 
DLE124DH + 
58.8138.10000 


DLE112AN + 
DLE124DE + 
T58.8131.10000 


TENA4OAW + 
T17513 


DLE126A1 + 
DLE124DH + 
58.8138.10000 


DLE126A1 + 
DLE124DE + 
T58.8131.10000 


DLE125A1 + 
DLE124DH + 
58.8138.10000 


Country of Origin 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


Japan 
(Tap and Flow 
Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


21.1.2022 


21.1.2022 


21.1.2022 


21.1.2022 


21.1.2022 


21.1.2022 


19.1.2022 


19.1.2022 


19.1.2022 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 31.3.2022) 
Registration Company Company's Telephone / Web Site Country of Origin Symbolic Water Nominal Flow] Additional Date of Issue 
Number Presentation on | Efficiency Rate Merit(s) 
the Water Grade (litre/minute) 
Efficiency Label (1/2/3/4) 


TN 22-0022 |TOTO (H.K.) Limited 2861 3177 TOTO + DLE125A1 + China (Tap); E Automatic 19.1.2022 
hk.toto.com Neoperl DLE124DE + UK (Flow Controller) closing 
T58.8131.10000 mechanism 
TN 22-0021 |TOTO (H.K.) Limited 2861 3177 TOTO + DLE125A + China (Tap); : Automatic 19.1.2022 
hk.toto.com Neoperl DLE124DH + UK (Flow Controller) closing 
58.8138.10000 mechanism 
TN 22-0020 |TOTO (H.K.) Limited 2861 3177 TOTO + DLE125A + China (Tap); f Automatic 19.1.2022 
hk.toto.com Neoperl DLE124DE + UK (Flow Controller) closing 
T58.8131.10000 mechanism 
TN 22-0019 |TOTO (H.K.) Limited 2861 3177 TOTO + TLE28002H + Japan (Tap); f k Automatic 17.1.2022 
hk.toto.com Neoperl TLE03502H + UK (Flow Controller) closing 
58.8138.10000 mechanism 
TN 22-0018 |TOTO (H.K.) Limited 2861 3177 TOTO + TLE27002H + Japan (Tap); k Automatic 17.1.2022 
hk.toto.com Neoperl TLE03502H + UK (Flow Controller) closing 
58.8138.10000 mechanism 
TN 22-0017 |Grohe Hong Kong Limited 2806 0611 American CF-8832.000.50 + China (Tap); | J Automatic 17.1.2022 
www.grohe.com Standard FF1- Germany (Flow closing 
CN521A00000059 Controller) mechanism 
TN 22-0016 |Grohe Hong Kong Limited 2806 0611 American WF-88X5.000.50 + China (Tap); f : Automatic 07.1.2022 
www.grohe.com Standard + 403986040 Germany (Flow closing 
Grohe Controller) mechanism 
TN 22-0015 |Grohe Hong Kong Limited 2806 0611 American A-2400-N + Thailand (Tap), f J Automatic 07.1.2022 
www.grohe.com Standard + 403986040 Germany (Flow closing 
Grohe Controller) mechanism 


TN 22-0014 |Grohe Hong Kong Limited 2806 0611 American WF-88X5.000.50 + China (Tap); y : Automatic 07.1.2022 
www.grohe.com Standard + 403985040 Germany (Flow Ss closing 
Grohe Controller) mechanism 




















The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 22-0005 


Company 


Arnhold & Co., Ltd. 


Arnhold & Co., Ltd. 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


Company's Telephone / Web Site 


2807 9400 
www.arnhold.com.hk 


2807 9400 
www.arnhold.com.hk 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 





Bain d'Or 


Bain d'Or 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


BDR-MX-4622-XXX- 
A-4L + NEO-MX-SP- 
681 


BDR-MX-4622-XXX- 
A-3L + NEO-MX-SP- 
680 


TLE28001H + 
TLE01501H + 
58.6402.10000 


TLE28001H + 
TLE04501H + 
58.6402.10000 


TLE22001H + 
TLE01501H + 
58.6402.10000 


TLE22001H + 
TLE04501H + 
58.6402.10000 


TLE22001H + 
TLE03501H + 
58.6402.10000 


TLE21001H + 
TLE01501H + 
58.6402.10000 


TLE21001H + 
TLE04501H + 
58.6402.10000 


Country of Origin 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


Japan (Tap); 
UK (Flow Controller) 


Japan (Tap); 
UK (Flow Controller) 


Japan (Tap); 
UK (Flow Controller) 


Japan (Tap); 
UK (Flow Controller) 


Japan (Tap); 
UK (Flow Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


05.1.2022 


05.1.2022 


05.1.2022 


05.1.2022 


05.1.2022 


05.1.2022 


05.1.2022 


05.1.2022 


05.1.2022 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 


Number 





Company 


Company's Telephone / Web Site 


Country of Origin 


Symbolic 
Presentation on 
the Water 
Efficiency Label 


Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 


Additional 
Merit(s) 





Date of Issue 








TN 22-0004 |TOTO (H.K.) Limited 2861 3177 TOTO + TLE21001H # Japan (Tap), Automatic 05.1.2022 
hk.toto.com Neoperl TLE03501H + UK (Flow Controller) closing 
58.6402.10000 mechanism 
TN 22-0003 |TOTO (H.K.) Limited 2861 3177 TOTO + TLE20001H + Japan (Tap); Automatic 05.1.2022 
hk.toto.com Neoperl TLE01501H + UK (Flow Controller) closing 
58.6402.10000 mechanism 
TN 22-0002 |TOTO (H.K.) Limited 2861 3177 TOTO + TLE20001H + Japan (Tap); Automatic 05.1.2022 
hk.toto.com Neoperl TLE04501H + UK (Flow Controller) closing 
58.6402.10000 mechanism 
TN 22-0001 |TOTO (H.K.) Limited 2861 3177 TOTO + TLE20001H + Japan (Tap); Automatic 05.1.2022 
hk.toto.com Neoperl TLE03501H + UK (Flow Controller) closing 
58.6402.10000 mechanism 
TN 21-0168 |Dragon Fine Design Limited 3791 2360 MIKI MIKI-2900-V4-XX 4 China (Tap); 1 1.7 Automatic 28.12.2021 
www.dragonfine.com AE-8632 Germany (Flow 9 closing 
Controller) mechanism 
TN 21-0167 IVOLA A/S 45-70-23-55-00 VOLA + 432(Y)-XX + Denmark (Tap); Automatic 28.12.2021 
www.vola.com Neoperl 44.7159.0.0001 Germany (Flow closing 
Controller) mechanism 
TN 21-0166 |TOTO (H.K.) Limited 2861 3177 TOTO + TLE26005H + China (Tap); Automatic 24.12.2021 
hk.toto.com Neoperl TLEO1501H + UK (Flow Controller) closing 
58.6402.10000 mechanism 
TN 21-0165 |TOTO (H.K.) Limited 2861 3177 TOTO + TLE26005H + China (Tap); Automatic 24.12.2021 
hk.toto.com Neoperl TLE04501H + UK (Flow Controller) closing 
58.6402.10000 mechanism 
TOTO (H.K.) Limited 2861 3177 TOTO + TLE26005H + China (Tap); Automatic 24.12.2021 


TN 21-0164 


hk.toto.com 





Neoperl 


TLE03501H + 
58.6402.10000 


UK (Flow Controller) 











closing 
mechanism 








The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 21-0155 


Company 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


Kimsion Plastic & Metal 


Manufacturing Limited 


Dragon Fine Design Limited 


Company's Telephone / Web Site 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2493 0257 
www.kimsion.com 


3791 2360 
www.dragonfine.com 





TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


Spenca + Kims 


TLE24003H + 
TLE01501H + 
58.6402.10000 


TLE24003H + 
TLE04501H + 
58.6402.10000 


TLE24003H + 
TLE03501H + 
58.6402.10000 


TLE26003H + 
TLE03501H + 
58.6402.10000 


TLE26004H + 
TLE01501H + 
58.6402.10000 


TLE26004H + 
TLE04501H + 
58.6402.10000 


TLE26004H + 
TLE03501H + 
58.6402.10000 


E00-2826 + E09- 
2405-4L 


MIKI-2433-V2-XX + 
AE-8632 


Country of Origin 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China 
(Tap and Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


24.12.2021 


24.12.2021 


24.12.2021 


24.12.2021 


24.12.2021 


24.12.2021 


24.12.2021 


24.12.2021 


24.12.2021 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 21-0146 


Company 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


Company's Telephone / Web Site 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 





TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TLE28001H + 
TLE03501H + 
58.6402.10000 


TLE26003H + 
TLE01501H + 
58.6402.10000 


TLE26003H + 
TLE04501H + 
58.6402.10000 


TLE27001H + 
TLE01501H + 
58.6402.10000 


TLE27001H + 
TLE04501H + 
58.6402.10000 


TLE27001H + 
TLE03501H + 
58.6402.10000 


TLE24005H + 
TLE03501H + 
58.6402.10000 


TLE24005H + 
TLE01501H + 
58.6402.10000 


TLE24005H + 
TLE04501H + 
58.6402.10000 


Country of Origin 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


08.12.2021 


08.12.2021 


08.12.2021 


08.12.2021 


08.12.2021 


08.12.2021 


08.12.2021 


08.12.2021 


08.12.2021 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


Company 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


B.S.C. Sanitarywares Supply 


Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


Company's Telephone / Web Site 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


45-70-23-55-00 
www.vola.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2510 2328 
www.bschk.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 





TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


VOLA + 
Neoperl 


American 
Standard + 
Grohe 


American 
Standard + 
Grohe 


Soema + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TLE24004H + 
TLE03501H + 
58.6402.10000 


TLE24004H + 
TLE01501H + 
58.6402.10000 


TLE24004H + 
TLE04501H + 
58.6402.10000 


482(Y)-XX + 
44.7159.0.0001 


CF-8805.00A.50 + 
403986040 


CF-8805.00A.50 + 
403985040 


MCAO071NGONXCW 
011 + 40.8358.010 


TLE25004H + 
TLE01501H + 
58.6402.10000 


TLE25004H + 
TLE04501H + 
58.6402.10000 


Country of Origin 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


Denmark (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


Italy (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


08.12.2021 


08.12.2021 


08.12.2021 


8.12.2021 


6.12.2021 


6.12.2021 


6.12.2021 


6.12.2021 


6.12.2021 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 21-0136 


TN 21-0135 
TN 21-0134 


TN 21-0129 


TN 21-0128 


Company 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


Company's Telephone / Web Site 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 





TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TLE25004H + 
TLE03501H + 
58.6402.10000 


TLE25003H + 
TLE01501H + 
58.6402.10000 


TLE25003H + 
TLE04501H + 
58.6402.10000 


TLE25003H + 
TLE03501H + 
58.6402.10000 


TLE25001H + 
TLE03501H + 
58.6402.10000 


TLE25001H + 
TLE01501H + 
58.6402.10000 


TLE25001H + 
TLE04501H + 
58.6402.10000 


TLE25005H + 
TLE01501H + 
58.6402.10000 


TLE25005H + 
TLE04501H + 
58.6402.10000 


Country of Origin 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


6.12.2021 


6.12.2021 


6.12.2021 


29.11.2021 


29.11.2021 


29.11.2021 


29.11.2021 


29.11.2021 


29.11.2021 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 21-0119 


Company 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


Company's Telephone / Web Site 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 





TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TLE25005H + 
TLE03501H + 
58.6402.10000 


TLE23005H + 
TLE03501H + 
58.6402.10000 


TLE23004H + 
TLE03501H + 
58.6402.10000 


TLE23005H + 
TLE01501H + 
58.6402.10000 


TLE23005H + 
TLE04501H + 
58.6402.10000 


TLE23003H + 
TLE03501H + 
58.6402.10000 


TLE23004H + 
TLE01501H + 
58.6402.10000 


TLE23004H + 
TLE04501H + 
58.6402.10000 


TLE23001H + 
TLE03501H + 
58.6402.10000 


Country of Origin 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


29.11.2021 


29.11.2021 


29.11.2021 


29.11.2021 


29.11.2021 


29.11.2021 


29.11.2021 


29.11.2021 


29.11.2021 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 21-0110 


Company 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


Company's Telephone / Web Site 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 





TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TLE23003H + 
TLE01501H + 
58.6402.10000 


TLE23003H + 
TLE04501H + 
58.6402.10000 


TLE23001H + 
TLEO1501H + 
58.6402.10000 


TLE23001H + 
TLE04501H + 
58.6402.10000 


TLE26001H + 
TLE03501H + 
58.6402.10000 


TLE24001H + 
TLE03501H + 
58.6402.10000 


TLE26001H + 
TLE01501H + 
58.6402.10000 


TLE26001H + 
TLE04501H + 
58.6402.10000 


TLE24001H + 
TLE01501H + 
58.6402.10000 


Country of Origin 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


29.11.2021 


29.11.2021 


29.11.2021 


29.11.2021 


29.11.2021 


29.11.2021 


29.11.2021 


29.11.2021 


29.11.2021 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 21-0101 


Company 


TOTO (H.K.) Limited 


Shun Lee Building Materials & 


Sanitary Wares Limited 


Dragon Fine Design Limited 


Glory Top Building Materials 


Limited 


Glory Top Building Materials 


Limited 


E&I International Limited 


E&I International Limited 


Hansgrohe Pte Ltd 


Company's Telephone / Web Site 


2861 3177 
hk.toto.com 


45-70-23-55-00 


www.vola.com 


2478 2023 
www.shunlee.com.hk 


3791 2360 
www.dragonfine.com 


3583 8333 
www. glorytop.com.hk 


3583 8333 
www. glorytop.com.hk 


2384 0682 
www. bellini-italy.com 


2384 0682 
www. bellini-italy.com 


2590 0230 
www.hansgrohe.com.hk 





TOTO + 
Neoperl 


VOLA + 
Neoperl 


EXO + Neoperl 


MIKI + Neoperl 


Artisense 


Artisense 


Bellini + 
Neoperl 


Bellini + 
Neoperl 


Hansgrohe + 
Neoperl 


TLE24001H + 
TLE04501H + 
58.6402.10000 


RBIE+ 
44.7159.0.0001 


NO913 + 40.2159.000 


MIKI-2690 + 
A5.9042.1 


ART.001.0002.002.X 
X+ 
ART.001.003.0001.06 


ART.001.0002.001.X 
X+ 
ART.001.003.0001.06 


BH-08 + 40.7B59.000 


BL-28 + 40.7B59.000 


71503-3 + 
43.6256.010 


Country of Origin 


China (Tap); 
UK (Flow Controller) 


Denmark (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China 
(Tap and Flow 
Controller) 


China 
(Tap and Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


29.11.2021 


26.11.2021 


17.11.2021 


17.11.2021 


24.12.2021 


24.12.2021 


12.11.2021 


12.11.2021 


12.11.2021 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 21-0092 


Company 


Star Link China Limited 


Star Link China Limited 


Hansgrohe Pte Ltd 


VSC Building Products Company 


Limited 


VSC Building Products Company 


Limited 


VSC Building Products Company 


Limited 


VSC Building Products Company 


Limited 


Luen Hing Hong Building 


Materials Limited 


Glory Top Building Materials 


Limited 


Company's Telephone / Web Site 


2811 5868 


2811 5868 


2590 0230 
www.hansgrohe.com.hk 


2186 8280 
www.leisureplushk.com 


2186 8280 
www.leisureplushk.com 


2186 8280 
www.leisureplushk.com 


2186 8280 
www.leisureplushk.com 


2391 0356 


3583 8333 
www.glorytop.com.hk 





Englefield + 
Neoperl 


Englefield + 
Neoperl 


Hansgrohe + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


TOTO + 
Neoperl 


Walrus + 
Neoperl 


26391H-XXX + 
58.6280.10000 


26391H-XXX 4 
58.6281.10000 


71504-3 + 
43.6256.010 


DLE1 10A1N4L#XXX 
+ DLE124DH + 
58.6281.1NW 


DLE110A1N4L#XXX 
+ DLE124DE + 
58.6281.1NW 


DLE110A1N3L#XXX 
+ DLE124DH + 
58.6280. 1 NW 


DLE110A1N3L#XXX 
+ DLE124DE + 
58.6280. 1 NW 


WR-505017-XXWE1 
+ NP-58.7352.10000 


87XXX + R/09064 


Country of Origin 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


Italy 
(Tap and Flow 
Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


12.11.2021 


12.11.2021 


22.10.2021 


12.11.2021 


12.11.2021 


12.11.2021 


12.11.2021 


22.10.2021 


22.10.2021 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration Company Company's Telephone / Web Site Model Country of Origin Symbolic Water Nominal Flow] Additional Date of Issue 
Number Presentation on | Efficiency Rate Merit(s) 
the Water Grade (litre/minute) 
Efficiency Label (1/2/3/4) 
TN 21-0091  |Glory Top Building Materials 3583 8333 27XXX + R/09064 Italy : Automatic 22.10.2021 
Limited www.glorytop.com.hk (Tap and Flow closing 
Controller) mechanism 
TN 21-0090  |Delabie Limited 3971 9194 Delabie 44000X France i Automatic 9.9.2021 
www.delabie.com closing 
mechanism 
TN 21-0089 |Glory Top Building Materials 3583 8333 84XXX + R/09064 Italy : Automatic 9.9.2021 
Limited www.glorytop.com.hk (Tap and Flow , closing 
Controller) mechanism 
TN 21-0088 |Glory Top Building Materials 3583 8333 24XXX + R/09064 Italy f : Automatic 9.9.2021 
Limited www.glorytop.com.hk (Tap and Flow closing 
Controller) mechanism 
TN 21-0087  |Glory Top Building Materials 3583 8333 84XXX + R/70128 Italy : Automatic 9.9.2021 
Limited www.glorytop.com.hk (Tap and Flow A | closing 
Controller) mechanism 
TN 21-0086  |Glory Top Building Materials 3583 8333 24XXX + R/70128 Italy : Automatic 9.9.2021 
Limited www.glorytop.com.hk (Tap and Flow A Â i closing 
Controller) mechanism 
TN 21-0085 |Glory Top Building Materials 3583 8333 Artisense ART.001.0001.002.X China 5 3 Automatic 9.9.2021 
Limited www.glorytop.com.hk X+ (Tap and Flow closing 
ART.001.003.0001.06 Controller) mechanism 
TN 21-0084 |Glory Top Building Materials 3583 8333 Artisense ART.001.0001.001.X China : 3 Automatic 9.9.2021 
Limited www.glorytop.com.hk X+ (Tap and Flow closing 
ART.001.003.0001.06 Controller) mechanism 


TN 21-0083 |Dragon Fine Design Limited 3791 2360 MIKI-2436 + AE-04-S China (Tap); f 3 Automatic 6.9.2021 


www.dragonfine.com Germany (Flow closing 
Controller) mechanism 




















The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 21-0074 


Company 


Arnhold & Co., Ltd. 


Roca Sanitaryware Limited 


Roca Sanitaryware Limited 


Alliance Ascent Holdings Ltd 


Hung Cheong Hong International 
Ltd 


Hung Cheong Hong International 
Ltd 


Delabie Limited 


Glory Top Building Materials 
Limited 


Glory Top Building Materials 
Limited 


Company's Telephone / Web Site 


2807 9400 
www.arnhold.com.hk 


2506 2438 
www.roca.hk 


2506 2438 
www.roca.hk 


2372 9322 
www.allianceascent.com 


2698 1012 


2698 1012 


3971 9194 
www.delabie.com 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 





Schell 012730699 + 


289270099 


SAS709XXX + 
45.2060.000 


Roca + Neoperl 


SAS609XXX + 
45.2060.000 


Roca + Neoperl 


F3EV1001 + 
A5.9042.1 


Franke + 
Neoperl 


Labeta LA-2830 + LS4 


LA-2830 + LSG2 


Delabie 440001HK 


Armitage A4853AA + R/70128 


Shanks + DMP 


Armitage A4852AA + R/70128 


Shanks + DMP 


Country of Origin 


Germany 
(Tap and Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Taiwan, China 
(Tap and Flow 
Controller) 


Taiwan, China 
(Tap and Flow 
Controller) 


France 


UK (Tap); 
Italy (Flow Controller) 


UK (Tap); 
Italy (Flow Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


27.8.2021 


11.8.2021 


11.8.2021 


16.8.2021 


16.8.2021 


16.8.2021 


13.8.2021 


9.8.2021 


9.8.2021 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 21-0065 


Company 


Glory Top Building Materials 


Limited 


Glory Top Building Materials 


Limited 


Glory Top Building Materials 


Limited 


Glory Top Building Materials 


Limited 


Luen Hing Hong Building 


Materials Limited 


Glory Top Building Materials 


Limited 


Glory Top Building Materials 


Limited 


Glory Top Building Materials 


Limited 


Glory Top Building Materials 


Limited 


Company's Telephone / Web Site 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


2391 0356 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 





Armitage 
Shanks + DMP 


Armitage 
Shanks + DMP 


Armitage 
Shanks + DMP 


Armitage 
Shanks + DMP 


Walrus + 
Neoperl 


Armitage 
Shanks + DMP 


Armitage 
Shanks + DMP 


Armitage 
Shanks + DMP 


Armitage 
Shanks + DMP 


A4851AA + R/70128 


A4850AA + R/70128 


A4849AA + R/70128 


A4848AA + R/70128 


WR-505117-XXWE]1 


+ NP-58.7352.10000 


A4853AA + R/09064 


A4852AA + R/09064 


A4851AA + R/09064 


A4850AA + R/09064 


Country of Origin 


UK (Tap); 
Italy (Flow Controller) 


UK (Tap); 
Italy (Flow Controller) 


UK (Tap); 
Italy (Flow Controller) 


UK (Tap); 
Italy (Flow Controller) 


China (Tap); 
Germany (Flow 
Controller) 


UK (Tap); 
Italy (Flow Controller) 


UK (Tap); 
Italy (Flow Controller) 


UK (Tap); 
Italy (Flow Controller) 


UK (Tap); 
Italy (Flow Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


9.8.2021 


9.8.2021 


9.8.2021 


9.8.2021 


30.7.2021 


19.7.2021 


19.7.2021 


19.7.2021 


19.7.2021 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 31.3.2022) 


Registration Company 


Number 


TN 21-0064 Glory Top Building Materials 
Limited 

TN 21-0063 |Glory Top Building Materials 
Limited 

TN 21-0062  |Delabie Limited 

TN 21-0061 [TOTO (H.K.) Limited 


TOTO (H.K.) Limited 

Star Link China Limited 
Grohe Hong Kong Limited 
Delabie Limited 


TN 21-0056 |Ken's Art (HK) Co. Ltd. 


Company's Telephone / Web Site 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


3971 9194 
www.delabie.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 


2811 5868 


2806 0611 
www.grohe.com 


3971 9194 
www.delabie.com 


2598 1962 
www.kitson-kensart.com.hk 





Armitage 
Shanks + DMP 


Armitage 
Shanks + DMP 


44351X 


TOTO + 
Neoperl 


DLE105AN#XXX + 
58.8138.10000 


TOTO + 
Neoperl 


DLE105AN#XXX + 
T58.8131.10000 


72866H-YY 4 
1211203 


American 
Standard 


CF-8837.000.50 + 
FFI- 
CN521A00000059 


Delabie 379ENCB + SE922 


ATO1-001 + 
A5446200001 


DVS + Neoperl 


A4849AA + R/09064 


A4848AA + R/09064 


Country of Origin 


UK (Tap); 
Italy (Flow Controller) 


UK (Tap); 
Italy (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


France 
(Tap and 
Flow Controller) 


UK (Tap); 
Germany (Flow 
Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


19.7.2021 


19.7.2021 


19.7.2021 


19.7.2021 


19.7.2021 


9.7.2021 


21.6.2021 


18.6.2021 


18.6.2021 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 21-0047 


Company 


Harbour Building Project Supplies 
Company Limited 


Ken's Art (HK) Co. Ltd. 


Ken's Art (HK) Co. Ltd. 


Delabie Limited 


Dynamic Building Material 


Company Limited 


Dynamic Building Material 


Company Limited 


Delabie Limited 


TOTO (H.K.) Limited 


TOTO (H.K.) Limited 


Company's Telephone / Web Site 


2116 3800 
www.harbourproject.com.hk 


2598 1962 
www.kitson-kensart.com.hk 


2598 1962 
www.kitson-kensart.com.hk 


3971 9194 
www.delabie.com 


2838 0692 
www.dynamichk.com 


2838 0692 
www.dynamichk.com 


3971 9194 
www.delabie.com 


2861 3177 
hk.toto.com 


2861 3177 
hk.toto.com 





02511 + 
A5.9242.00000 


Idral + Neoperl 


DVS + Neoperl ATO3-011 + 


A5446200001 


DVS + Neoperl ATO2-011 + 


A5446200001 


Delabie 44341X 


38205xx + 7314500- 
00 


38105xx + 7314500- 
00 


Delabie + 
Neoperl 


379D13LD + 
A5.9041.1 


TOTO + 
Neoperl 


DLE110AN#XXX + 
T58.8131.10000 


TOTO + 
Neoperl 


DLE110AN#XXX + 
58.8138.10000 


Country of Origin 


Italy (Tap); 
UK (Flow Controller) 


UK (Tap); 
Germany (Flow 
Controller) 


UK (Tap); 
Germany (Flow 
Controller) 


France 


Germany 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


France (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


18.6.2021 


11.6.2021 


11.6.2021 


9.6.2021 


9.6.2021 


9.6.2021 


4.6.2021 


4.6.2021 


4.6.2021 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 31.3.2022) 


Registration Company 


Number 


TN 21-0046  |Luen Hing Hong Building 
Materials Limited 

TN 21-0045 IShun Lee Building Materials & 
Sanitary Wares Limited 

TN 21-0044 |Delabie Limited 

TN 21-0043  [Delabie Limited 


TN 21-0042  |Delabie Limited 

TN 21-0041  |Glory Top Building Materials 
Limited 

TN 21-0040 |Glory Top Building Materials 
Limited 

TN 21-0039  |Glory Top Building Materials 
Limited 


TN 21-0038  |Glory Top Building Materials 


Limited 


Company's Telephone / Web Site 


2391 0356 


2478 2023 
www.shunlee.com.hk 


3971 9194 
www.delabie.com 


3971 9194 
www.delabie.com 


3971 9194 
www.delabie.com 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 





WR-510902-XXWE1 
+ NP-40.1059.00001 


Walrus + 
Neoperl 


EXO + Neoperl |NO903 + 40.1059.000 


Delabie + 
Neoperl 


398015LD + 
A5.9041.1 


Delabie + 
Neoperl 


388015LD + 
A5.9041.1 


Delabie + 
Neoperl 


379ENCLD + 
A5.9041.1 


012XX.X.XX + 
R/09064 


Armitage A4847AA 4 R/09064 


Shanks + DMP 


Armitage A4845AA + R/09064 


Shanks + DMP 


Armitage A4846AA + R/09064 


Shanks + DMP 


Country of Origin 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


France (Tap); 
Germany (Flow 
Controller) 


France (Tap); 
Germany (Flow 
Controller) 


France (Tap); 
Germany (Flow 
Controller) 


Italy 
(Tap and Flow 
Controller) 


UK (Tap): 
Italy (Flow Controller) 


UK (Tap): 
Italy (Flow Controller) 


UK (Tap): 
Italy (Flow Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


26.5.2021 


21.5.2021 


21.5.2021 


21.5.2021 


21.5.2021 


3.5.2021 


3.5.2021 


3.5.2021 


3.5.2021 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 21-0037 


TN 21-0036 
TN 21-0035 
TN 21-0034 


TN 21-0029 


Company 


Glory Top Building Materials 


Limited 


Glory Top Building Materials 


Limited 


Glory Top Building Materials 


Limited 


Glory Top Building Materials 


Limited 


Kimsion Plastic & Metal 


Manufacturing Limited 


Grohe Hong Kong Limited 


Kawatatsu Building Materials 


Supplier Limited 


Kawatatsu Building Materials 


Supplier Limited 


Glory Top Building Materials 


Limited 


Company's Telephone / Web Site 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


2493 0257 
www.kimsion.com 


2806 0611 
www.grohe.com 


2787 1322 


2787 1322 


3583 8333 
www.glorytop.com.hk 





GTB + VADO 


GTB + VADO 


GTB + VADO 


GTB + VADO 


Spenca + Kims 


Hypro + 
Neoperl 


Hypro + 
Neoperl 


GTB + VADO 


GTB + VADO 
HD5600DC-XX + 
FR-100/2-PLA 


HD5600AC-XX + 


FR-100/2-PLA 


HD5600DC + FR- 
100/2-PLA 


HD5600AC + FR- 
100/2-PLA 


E05-0349-SC + E09- 
2404-4L 


31222XXX + 
403986040 


BH23 + 40.7B59.000 


BH20 + 40.7B59.000 


UTO4DC-XX + FR- 
100/2-PLA 


Country of Origin 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China 
(Tap and Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
UK (Flow Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


3.5.2021 


3.5.2021 


3.5.2021 


3.5.2021 


29.3.2021 


12.4.2021 


12.4.2021 


12.4.2021 


1.4.2021 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 21-0020 


Company 


Glory Top Building Materials 
Limited 


Glory Top Building Materials 
Limited 


Glory Top Building Materials 
Limited 


ACME Sanitary Ware Company 
Limited 


Shun Lee Building Materials & 
Sanitary Wares Limited 


Luen Hing Hong Building 
Materials Limited 


Company's Telephone / Web Site 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


2388 7171 
www.acmesanitaryware.com.hk 


2478 2023 
www.shunlee.com.hk 


2391 0356 


JW Engineering & Trading Limited (2811 5918 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 





GTB + VADO | UTO4AC-XX + FR- 
100/2-PLA 


GTB + VADO | UTO4DC + FR-100/2- 


GTB + VADO | UTO4AC + FR-100/2- 


PLA 


Nobili + 
Neoperl 


IRLV00236CR + 
A5.9042.1 


NO912 + NP- 
43.2059.00001 


EXO + Neoperl 


WR-504505-XXWE1 
+ NP-40.1059.00001 


Walrus + 
Neoperl 


Stern + Neoperl Easy JWB + 


A5.9042.1 


36016XX1 + 
403986040 


36208XX1 + 
403986040 


Country of Origin 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


China (Tap); 
UK (Flow Controller) 


Italy (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


Israel (Tap); 
Germany (Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


1.4.2021 


1.4.2021 


1.4.2021 


29.3.2021 


29.3.2021 


26.3.2021 


26.3.2021 


8.3.2021 


8.3.2021 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 31.3.2022) 
Registration Company Company's Telephone / Web Site Country of Origin Symbolic Water Nominal Flow] Additional Date of Issue 
Number Presentation on | Efficiency Rate Merit(s) 
the Water Grade (litre/minute) 
Efficiency Label (1/2/3/4) 


TN 21-0019 |Grohe Hong Kong Limited 2806 0611 Grohe + 31228XXX + China (Tap); me x 5 8.3.2021 
www.grohe.com Neoperl 40.0258.000 Germany (Flow JI 
Controller) 
TN 21-0018 |ACME Sanitary Ware Company [2388 7171 EMCA + EMS320XX + Taiwan, China (Tap); ? : Automatic 26.3.2021 
Limited www.acmesanitaryware.com.hk Neoperl A5.9042.1 Germany (Flow closing 
Controller) mechanism 
TN 21-0017  |Delabie Limited 3971 9194 379ENC + SE922 France | . Automatic 05.3.2021 
www.delabie.com (Tap and closing 
Flow Controller) mechanism 
TN 21-0016 IVSC Building Products Company |2186 8280 Durban + DRN-SF602-XX + China (Tap); Aa : Automatic 24.2.2021 
Limited www.leisureplushk.com Neoperl 58.6279.1 Germany (Flow JS! closing 
Controller) mechanism 
TN 21-0015 IVSC Building Products Company |2186 8280 Durban + DRN-SF601-XX + China (Tap); Aa : Automatic 24.2.2021 
Limited www.leisureplushk.com Neoperl 58.6279.1 Germany (Flow JS! closing 
Controller) mechanism 
TN 21-0014  |Glory Top Building Materials 3583 8333 IR-100/ASC-C/P + UK PO 3. Automatic 11.2.2021 
Limited www. glorytop.com.hk FR-100/3.76-PLA (Tap and JI closing 
Flow Controller) mechanism 
TN 21-0013 |VSC Building Products Company |2186 8280 Durban + DRN-SFO11A2-XX + China (Tap); Aa : Automatic 5.2.2021 
Limited www.leisureplushk.com Neoperl 58.6279.1 Germany (Flow JS! closing 
Controller) mechanism 
TN 21-0012 |VSC Building Products Company |2186 8280 Durban + DRN-SFO11A1-XX + China (Tap); es : Automatic 5.2.2021 
Limited www.leisureplushk.com Neoperl 58.6279.1 Germany (Flow JS! closing 
Controller) mechanism 


TN 21-0011 [VSC Building Products Company |2186 8280 Durban + DRN-SFO11A-XX + China (Tap); ae : Automatic 5.2.2021 
Limited www.leisureplushk.com Neoperl 58.6279.1 Germany (Flow JS! closing 
Controller) mechanism 




















The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 21-0002 


Company 


Grohe Hong Kong Limited 


Arnhold & Co., Ltd. 


Sandbrook Ltd. 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Company's Telephone / Web Site 


2806 0611 
www.grohe.com 


2807 9400 
www.arnhold.com.hk 


2699 0968 
sandbrook.hk 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 





Grohe + 
Neoperl 


Bain d'Or 


Tubrak + 
Tappa 


Grohe + 
Neoperl 


Grohe + 
Neoperl 


Grohe + 
Neoperl 


Grohe + 
Neoperl 


Grohe + 
Neoperl 


Grohe + 
Neoperl 


31222XXX + 
40.2058.000 


BDR-MX-4626-XXX- 
A + NEO-MX-SP-668 


EAI.XX + S5-2L 


36269XXX + 
A5.9042.10010 


36269XXX + 
A5.9046.10010 


36409XXX + 
A5.9042.10010 


36409XXX + 
A5.9046.10010 


36271XXX + 
A5.9046.10010 


36271XXX 4 
A5.9042.10010 


Country of Origin 


China (Tap), 
Germany (Flow 
Controller) 


China (Tap), 
Germany (Flow 
Controller) 


China 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


5.2.2021 


25.1.2021 


25.1.2021 


26.1.2021 


26.1.2021 


26.1.2021 


26.1.2021 


26.1.2021 


26.1.2021 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 






Number 








Company's Telephone / Web Site 


Country of Origin 


Symbolic 
Presentation on 
the Water 
Efficiency Label 


Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 


Additional 
Merit(s) 


Date of Issue 





TN 21-0001 [Rigel Technology (S) Pte Limited |www.rigel.com.sg Rigel + Neoperl| RL-ST503y-xx-HKM China (Tap): Automatic 26.1.2021 
+ 58.6279.1 Germany (Flow closing 
Controller) mechanism 
TN 20-0094 IVSC Building Products Company |2186 8280 Durban + DRN-SF521-XX + China (Tap); f 1 1.8 Automatic 24.12.2020 
Limited www.leisureplushk.com Neoperl 58.6279.1 Germany (Flow 3 closing 
Controller) mechanism 
TN 20-0093 |VSC Building Products Company |2186 8280 Durban + DRN-SF501-XX + China (Tap); Automatic 24.12.2020 
Limited www.leisureplushk.com Neoperl 58.6279.1 Germany (Flow closing 
Controller) mechanism 
TN 20-0092 IVSC Building Products Company |2186 8280 Durban + DRN-SF141-XX + China (Tap); Automatic 24.12.2020 
Limited www.leisureplushk.com Neoperl 58.6279.1 Germany (Flow closing 
Controller) mechanism 
TN 20-0091 |Grohe Hong Kong Limited 2806 0611 36266XXX + Germany Automatic 21.12.2020 
www.grohe.com 403986040 (Tap and Flow closing 
Controller) mechanism 
TN 20-0089 |J W Engineering & Trading 2811 5918 Stern + Neoperl| Extreme JWCSB + Israel (Tap); Automatic 07.12.2020 
Limited 44.7159.0.0001 Germany (Flow closing 
Controller) mechanism 
TN 20-0088 [E&I International Limited 2384 0682 Bellini + BL/GL-8828 + China (Tap); Automatic 07.12.2020 
www.bellini-italy.com Neoperl 40.7B59.00000 Germany (Flow closing 
Controller) mechanism 
TN 20-0087  |ACME Sanitary Ware Company [2388 7171 Stern + Neoperl| D28E AISI316 + Israel (Tap); Automatic 30.11.2020 
Limited www.acmesanitaryware.com.hk 44.7159.0.0001 Germany (Flow closing 
Controller) mechanism 
TN 20-0086  |ACME Sanitary Ware Company [2388 7171 Stern + Neoperl D28 AISI316 + Israel (Tap); Automatic 30.11.2020 


Limited 


www.acmesanitaryware.com.hk 





44.7159.0.0001 


Germany (Flow 
Controller) 











closing 
mechanism 








The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 20-0077 


Company 


Dragon Fine Design Limited 


J W Engineering & Trading 
Limited 


Arnhold & Co., Ltd. 


Delabie Limited 


Delabie Limited 


ACME Sanitary Ware Company 


Limited 


Arnhold & Co., Ltd. 


Kimsion Plastic & Metal 


Manufacturing Limited 


Arnhold & Co., Ltd. 


Company's Telephone / Web Site 


3791 2360 
www.dragonfine.com 


2811 5918 


2807 9400 
www.arnhold.com.hk 


3971 9194 
www.delabie.com 


3971 9194 
www.delabie.com 


2388 7171 
www.acmesanitaryware.com.hk 


2807 9400 
www.arnhold.com.hk 


2493 0257 
www.kimsion.com 


2807 9400 
www.arnhold.com.hk 





MIKI + Neoperl 


Stern + Neoperl 


Treemme 


Delabie 


Delabie 


EMCA + 


Neoperl 


Spenca + Kims 


MX2618 + 
A5.9042.10010 


Green E + 
A5.9041.10010 


TRM-2215-CC + 
TRM-ITRTAE177ZZ 


741500 


740500 


EMS104 + 
44.7159.0.0001 


EMS-MX-4649-G00 
+ EMS-NEO-MX-SP- 
668 


E00-2201 + E09- 
2402-2L 


237350 + 08510058 


Country of Origin 


China (Tap); 
Germany (Flow 
Controller) 


Israel (Tap); 
Germany (Flow 
Controller) 


Italy 
(Tap and Flow 
Controller) 


France 


China (Tap), 
Germany (Flow 
Controller) 


China 
(Tap and Flow 
Controller) 


China 
(Tap and Flow 
Controller) 


Israel 
(Tap and Flow 
Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


07.12.2020 


30.11.2020 


30.11.2020 


30.11.2020 


30.11.2020 


27.11.2020 


09.11.2020 


09.11.2020 


30.10.2020 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 20-0068 


Company 


Arnhold & Co., Ltd. 


Delabie Limited 


VSC Building Products Company 


Limited 


Kohler Asia Pacific Ltd 


Arnhold & Co., Ltd. 


Arnhold & Co., Ltd. 


Delabie Limited 


Delabie Limited 


Kohler Asia Pacific Ltd 


Company's Telephone / Web Site 


2807 9400 
www.arnhold.com.hk 


3971 9194 
www.delabie.com 


2186 8280 
www.leisureplushk.com 


3125 7728 
www.kohler.com.hk 


2807 9400 
www.arnhold.com.hk 


2807 9400 
www.arnhold.com.hk 


3971 9194 
www.delabie.com 


3971 9194 
www.delabie.com 


3125 7728 
www.kohler.com.hk 





Delabie 


Durban + 
Neoperl 


Englefield + 
Neoperl 


Delabie + 
Neoperl 


Delabie + 
Neoperl 


Englefield + 
Neoperl 


237250 + 08510058 


379D13 + SE922 


DRN-SF131-XX + 
58.6279.1 


25305H-XX 4 
44.3256.450 


237800 + 08510018 


237801 + 08510018 


378015LD + 


A5.9041.10010 


440001HK + SE922 


26391H-XXX + 
58.6279.1 


Country of Origin 


Israel 
(Tap and Flow 
Controller) 


France 
(Tap and 
Flow Controller) 


China (Tap), 
Germany (Flow 
Controller) 


China (Tap), 
Germany (Flow 
Controller) 


Israel 
(Tap and Flow 
Controller) 


Israel 
(Tap and Flow 
Controller) 


France (Tap); 
Germany (Flow 
Controller) 


France 
(Tap and 
Flow Controller) 


China (Tap); 
UK (Flow Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


30.10.2020 


28.10.2020 


28.10.2020 


28.10.2020 


16.10.2020 


16.10.2020 


14.10.2020 


30.9.2020 


28.9.2020 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration Company Company's Telephone / Web Site Country of Origin Symbolic Water Nominal Flow] Additional Date of Issue 
Number Presentation on | Efficiency Rate Merit(s) 
the Water Grade (litre/minute) 
Efficiency Label (1/2/3/4) 


TN 20-0067  [Delabie Limited 3971 9194 Delabie + 379DERLD + France (Tap); 1 Automatic 28.9.2020 
www.delabie.com Neoperl A5.9041.10010 Germany (Flow closing 
Controller) mechanism 
TN 20-0066  |Luen Hing Hong Building 2391 0356 Walrus + WR-504605-XXWE1 China (Tap); : 28.9.2020 
Materials Limited Neoperl + NP-40.1059.00001 Germany (Flow 
Controller) 
TN 20-0065 |Luen Hing Hong Building 2391 0356 Walrus + WR-503118-XXWE1 China (Tap); : Automatic 28.9.2020 
Materials Limited Neoperl + NP-40.1059.00001 Germany (Flow 1 closing 
Controller) mechanism 
TN 20-0064  |Luen Hing Hong Building 2391 0356 Walrus + WR-502019-XXWE1 China (Tap); F : Automatic 28.9.2020 
Materials Limited Neoperl + NP-43.2059.00001 Germany (Flow closing 
Controller) mechanism 
TN 20-0063 |Grohe Hong Kong Limited 2806 0611 AM-140C + 75-2080 Japan i Automatic 23.9.2020 
www.grohe.com (Tap and Flow wes closing 
Controller) mechanism 
TN 20-0062 |Roca Sanitaryware Limited 2506 2438 SAS743xxx + China 7 3. Automatic 23.9.2020 
www.roca.hk A525308300 (Tap and Flow Ws closing 
Controller) mechanism 
TN 20-0061 [Roca Sanitaryware Limited 2506 2438 5A5643xxx + China 7 3. Automatic 23.9.2020 
www.roca.hk A525308300 (Tap and Flow Ss closing 
Controller) mechanism 
TN 20-0060 Į|Ka Shing Enterprises (H.K.) www.kashingehk.com Schleich SC-49 + S-FR 4L China y 5 11.9.2020 
Limited (Tap and Flow wes 
Controller) 


TN 20-0059 |Ka Shing Enterprises (H.K.) www.kashingehk.com Schleich SC-34 + S-FR 4L China 7 : 11.9.2020 
Limited (Tap and Flow wes 
Controller) 




















The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 20-0050 


Company 


Star Link China Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Arnhold & Co., Ltd. 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Company's Telephone / Web Site 


2811 5868 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2807 9400 
www.arnhold.com.hk 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 





Kohler + 
Neoperl 


K-18655H-XX + 
40.8559.010 


Grohe + 
Neoperl 


36452000 + 
40.8559.010 


LIXIL INAX |AM-160CD + A-7377 


Bain d'Or BDR-MX-4648-XXX 


+ NEO-MX-SP-666 


31222XXX + 
64647040 


36269XXX + 
403986040 


36269XXX + 
403985040 


36409XXX + 
403986040 


36409XXX + 
403985040 


Country of Origin 


China (Tap); 
Germany (Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Japan (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


11.9.2020 


4.9.2020 


4.9.2020 


12.8.2020 


12.8.2020 


21.7.2020 


21.7.2020 


21.7.2020 


21.7.2020 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 20-0041 


Company 


Grohe Hong Kong Limited 


J W Engineering & Trading 


Limited 


Grohe Hong Kong Limited 


B.S.C. Sanitarywares Supply 


Limited 


Grohe Hong Kong Limited 


H20 (Pro) Limited 


Grohe Hong Kong Limited 


Arnhold & Co., Ltd. 


Shing Shun Engineering Factory 


Company Limited 


Company's Telephone / Web Site 


2806 0611 
www.grohe.com 


2811 5918 


2806 0611 
www.grohe.com 


2510 2328 
www.bschk.com 


2806 0611 
www.grohe.com 


2891 9772 
www.ebon.com.hk 


2806 0611 
www.grohe.com 


2807 9400 
www.arnhold.com.hk 


2555 7103 
www.shingshun.com 





36271 XXX + 
403986040 


Extreme JWLFE + 
44.3058.000 


Stern + Neoperl 


36271 XXX + 
403985040 


SKY-10700-XX + 
44.7358.010 


Cooper & 
Graham + 
Neoperl 


LIXIL INAX | AM-200C + A-8187 


H20 PRO F3142-E2 


AMC150CA-WP + 
AC-360 


MX-4620-XXX-A-55- 
2L-YY + EMS-NEO- 
MX-SP-666 


Shing Shun + 
Neoperl 


SS-9210 4 SS- 
FC1928 


Country of Origin 


Germany 
(Tap and Flow 
Controller) 


Israel (Tap), 
Germany (Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


China (Tap), 
Germany (Flow 
Controller) 


Japan 
(Tap and Flow 
Controller) 


China 
(Tap and Flow 
Controller) 


China 
(Tap and Flow 
Controller) 


China (Tap), 
Germany (Flow 
Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


21.7.2020 


15.7.2020 


8.7.2020 


15.7.2020 


26.6.2020 


22.6.2020 


18.6.2020 


11.6.2020 


11.6.2020 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 
Registration 
Number 


TN 20-0036 


TN 20-0035 


TN 20-0034 
TN 20-0033 


TN 20-0032 


31.3.2022) 


Shing Shun Engineering Factory 


Company Limited 


Grohe Hong Kong Limited 


Company's Telephone / Web Site 


2555 7103 


www.shingshun.com 


2806 0611 
www.grohe.com 


2699 0968 
sandbrook.hk 


2699 0968 
sandbrook.hk 


2699 0968 
sandbrook.hk 


2699 0968 
sandbrook.hk 


2699 0968 
sandbrook.hk 


2699 0968 
sandbrook.hk 


2699 0968 
sandbrook.hk 





Shing Shun + 
Neoperl 


TUBRAK + 
Neoperl 


TUBRAK + 
Neoperl 


TUBRAK + 
Neoperl 


TUBRAK + 
Neoperl 


TUBRAK + 
Neoperl 


TUBRAK + 
Neoperl 


TUBRAK + 
Neoperl 


SS-2017 4 SS- 
FC1928 


36265XXX + 
403986040 


AB38109 4 
44.3359.01001 


AB38109.01 + 
44.3359.01001 


AB38101 + 
40.1059.000 


AB38103 + 
40.1059.000 


AB38104 + 
40.1059.000 


AB38105.01 + 
40.1059.000 


AB38105 + 
40.1059.000 


Country of Origin 


China (Tap); 
Germany (Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 


China (Tap); 
Germany (Flow 
Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


11.6.2020 


2.6.2020 


28.5.2020 


28.5.2020 


28.5.2020 


28.5.2020 


28.5.2020 


28.5.2020 


28.5.2020 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 31.3.2022) 
Registration Company Company's Telephone / Web Site Country of Origin Symbolic Water Nominal Flow] Additional Date of Issue 
Number Presentation on | Efficiency Rate Merit(s) 
the Water Grade (litre/minute) 
Efficiency Label (1/2/3/4) 


TN 20-0031 |Sandbrook Ltd. 2699 0968 TUBRAK + AB38106 + China (Tap); X Automatic 28.5.2020 
sandbrook.hk Neoperl 40.1059.000 Germany (Flow closing 
Controller) mechanism 
TN 20-0030  |Delabie Limited 3971 9194 Delabie 20804T2 + LD04 France y : Automatic 28.5.2020 
www.delabie.com (Tap and wes closing 
Flow Controller) mechanism 
TN 20-0029 |Grohe Hong Kong Limited 2806 0611 INAX + LIXIL | AMV-90(220V) + 75- Vietnam (Tap); y k Automatic 22.5.2020 
www. grohe.com Japan (Flow Controller) wes closing 
mechanism 
TN 20-0028 |Grohe Hong Kong Limited 2806 0611 INAX + LIXIL | AMV-90 + 75-2698 Vietnam (Tap); y : Automatic 22.5.2020 
www.grohe.com Japan (Flow Controller) wes closing 
mechanism 
TN 20-0027  |Grohe Hong Kong Limited 2806 0611 LIXIL INAX | AM-130C + 75-2698 Japan y i Automatic 22.5.2020 
www.grohe.com (Tap and Flow wes closing 
Controller) mechanism 
TN 20-0026 |Grohe Hong Kong Limited 2806 0611 LIXIL INAX | AM-210C + A-8187- Japan : Automatic 22.5.2020 
www.grohe.com (Tap and Flow Wes closing 
Controller) mechanism 
TN 20-0025 IKa Shing Enterprises (H.K.) www.kashingehk.com Kita + Schleich] CQ-42 + S-FR 4L China 3. Automatic 20.5.2020 
Limited (Tap and Flow wes closing 
Controller) mechanism 
TN 20-0024 |Sandbrook Ltd. 2699 0968 ZENZO + T12-1 + S5-2L China : Automatic 27.4.2020 
sandbrook.hk Tappa (Tap and Flow . closing 
Controller) mechanism 


TN 20-0023 |Roca Sanitaryware Limited 2506 2438 5A4343xxx + China y 3. Automatic 24.4.2020 
www.roca.hk A525308300 (Tap and Flow wes closing 
Controller) mechanism 




















The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 20-0014 


Company 


Roca Sanitaryware Limited 


Roca Sanitaryware Limited 


Roca Sanitaryware Limited 


Geberit South East Asia Private 
Limited 


Geberit South East Asia Private 
Limited 


Geberit South East Asia Private 
Limited 


Geberit South East Asia Private 
Limited 


Geberit South East Asia Private 
Limited 


Geberit South East Asia Private 
Limited 


Company's Telephone / Web Site 


2506 2438 
www.roca.hk 


2506 2438 
www.roca.hk 


2506 2438 


www.roca.hk 


www.geberit.com.sg 


www.geberit.com.sg 


www.geberit.com.sg 


www.geberit.com.sg 


www.geberit.com.sg 


www.geberit.com.sg 





Geberit 


Geberit 


Geberit 


Geberit 


Geberit 


Geberit 


5A4243xxx + 
A525308300 


5A3943xxx + 
A525308300 


5A3143xxx + 
A525308300 


116.193.21.1 + 
243.637.00.1 


116.191.21.1 + 
243.637.00.1 


116.183.21.1 + 
243.637.00.1 


116.181.21.1 + 
243.637.00.1 


116.173.21.1 + 
243.637.00.1 


116.171.21.1 + 
243.637.00.1 


Country of Origin 


China 
(Tap and Flow 
Controller) 


China 
(Tap and Flow 
Controller) 


China 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


24.4.2020 


24.4.2020 


24.4.2020 


27.3.2020 


27.3.2020 


27.3.2020 


27.3.2020 


27.3.2020 


27.3.2020 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 20-0005 


Company 


Geberit South East Asia Private 


Limited 


Geberit South East Asia Private 


Limited 


H20 (Pro) Limited 


H20 (Pro) Limited 


H20 (Pro) Limited 


Ka Shing Enterprises (H.K.) 


Limited 


Ka Shing Enterprises (H.K.) 


Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Company's Telephone / Web Site 


www.geberit.com.sg 


www.geberit.com.sg 


2891 9772 
www.ebon.com.hk 


2891 9772 
www.ebon.com.hk 


2891 9772 
www.ebon.com.hk 


www.kashingehk.com 


www.kashingehk.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 





Geberit 


Geberit 


H20 PRO 


H20 PRO 


H20 PRO 


Schleich 


Schleich 


Grohe + 
Neoperl 


116.163.21.1 + 
243.637.00.1 


116.161.21.1 + 
243.637.00.1 


36446000 + 
492323031 


30978000 + 
AS.9046.1 


F-3610-E1 


F3370-330-E1 


F3370-180-E1 
S-318 + S-FR 4L 
S-101 + S-FR 4L 


Country of Origin 


Germany 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


China 
(Tap and Flow 
Controller) 


China 
(Tap and Flow 
Controller) 


Germany 
(Tap and Flow 
Controller) 


Portugal (Tap); 
Germany (Flow 
Controller) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


27.3.2020 


27.3.2020 


27.3.2020 


27.3.2020 


27.3.2020 


20.3.2020 


20.3.2020 


20.3.2020 


28.2.2020 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 
Registration 


Number 


TN 20-0004 





31.3.2022) 
Company 


Grohe Hong Kong Limited 


Company's Telephone / Web Site 





2806 0611 
www.grohe.com 


Grohe + 
Neoperl 


30978000 + 
A5.9042.1 


Country of Origin 


Portugal (Tap), 
Germany (Flow 
Controller) 


Symbolic 
Presentation on 
the Water 
Efficiency Label 


Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 


1.8 
1.3 


Additional 
Merit(s) 






Date of Issue 


E 











TN 20-0003 (Dynamic Building Material 2838 0692 Pontini + PST-PLDE-XX-XX + China (Tap); Automatic 20.1.2020 
Company Limited www.dynamichk.com Neoperl 40.7B68.000 Germany (Flow closing 
Controller) mechanism 
TN 20-0001  |Shun Lee Building Materials & 2478 2023 EXQ + Neoperl NO1008 + China (Tap); 13.1.2020 
Sanitary Wares Limited www.shunlee.com.hk 40.1059.000 Germany (Flow 
Controller) 
TN 19-0119 |Ka Shing Enterprises (H.K.) www.kashingehk.com Kita + Schleich] CN-49 + S-FR5L China 3 4.4 N/A 22.10.2019 
Limited (Tap and Flow ô 9 9 
Controller) 
TN 19-0118  |Shun Lee Building Materials & 2478 2023 Paffoni + DA204CR + Italy (Tap); 18.10.2019 
Sanitary Wares Limited www.shunlee.com.hk Neoperl 40.2051.000 Germany (Flow 
Controller) 
TN 19-0117 |Shun Lee Building Materials & 2478 2023 Paffoni + DA092CR + Italy (Tap); 18.10.2019 
Sanitary Wares Limited www.shunlee.com.hk Neoperl 40.2051.000 Germany (Flow 
Controller) 
TN 19-0116 [E&I International Limited 2384 0682 Bellini + BL/GL-4442 + China (Tap); Automatic 30.9.2019 
www.bellini-italy.com Neoperl 44.7159.0.0001 Germany (Flow closing 
Controller) mechanism 
TN 19-0115 |Shun Lee Building Materials & 2478 2023 EXO + Neoperl |NO923 4 40.1059.000 China (Tap); 30.9.2019 
Sanitary Wares Limited www.shunlee.com.hk Germany (Flow 
Controller) 
TN 19-0114 |Shun Lee Building Materials & 2478 2023 EXO + Neoperl |NO922 4 40.1059.000 China (Tap); 30.9.2019 





Sanitary Wares Limited 


www.shunlee.com.hk 





Germany (Flow 
Controller) 

















The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 31.3.2022) 
Registration Company Company's Telephone / Web Site Country of Origin Symbolic Water Nominal Flow] Additional Date of Issue 
Number Presentation on | Efficiency Rate Merit(s) 
the Water Grade (litre/minute) 
Efficiency Label (1/2/3/4) 


TN 19-0113 (Dynamic Building Material 2838 0692 Schell 012930699 + Germany ! Automatic 27.9.2019 
Company Limited www.dynamichk.com 289260099 (Tap and Flow closing 
Controller) mechanism 
TN 19-0112 (Dynamic Building Material 2838 0692 Schell 012940699 + Germany : Automatic 27.9.2019 
Company Limited www.dynamichk.com 289260099 (Tap and Flow closing 
Controller) mechanism 
TN 19-0111 (Dynamic Building Material 2838 0692 012950699 + Germany : Automatic 27.9.2019 
Company Limited www.dynamichk.com 289260099 (Tap and Flow closing 
Controller) mechanism 
TN 19-0110 (Dynamic Building Material 2838 0692 Schell 012040699 + Germany f : Automatic 27.9.2019 
Company Limited www.dynamichk.com 289260099 (Tap and Flow closing 
Controller) mechanism 
TN 19-0109 (Dynamic Building Material 2838 0692 Schell 012080699 + Germany F : Automatic 27.9.2019 
Company Limited www.dynamichk.com 289260099 (Tap and Flow closing 
Controller) mechanism 
TN 19-0108 (Dynamic Building Material 2838 0692 012090699 + Germany F : Automatic 27.9.2019 
Company Limited www.dynamichk.com 289260099 (Tap and Flow closing 
Controller) mechanism 
TN 19-0107 (Dynamic Building Material 2838 0692 Schell 002240699 + Germany f : Automatic 27.9.2019 
Company Limited www.dynamichk.com 289260099 (Tap and Flow closing 
Controller) mechanism 
TN 19-0106 (Dynamic Building Material 2838 0692 Schell 002250699 + Germany à : Automatic 27.9.2019 
Company Limited www.dynamichk.com 289260099 (Tap and Flow , closing 
Controller) mechanism 


TN 19-0105 (Dynamic Building Material 2838 0692 002260699 + Germany f F Automatic 27.9.2019 
Company Limited www.dynamichk.com 289260099 (Tap and Flow closing 
Controller) mechanism 




















The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 31.3.2022) 


Registration Company 


Number 


TN 19-0104 |Cheung Hing Building Material & 

Engineering Company 

TN 19-0103 |B.S.C. Sanitarywares Supply 
Limited 

TN 19-0102 |Ka Shing Enterprises (H.K.) 
Limited 

TN 19-0101 [RIGEL TECHNOLOGY (S) PTE 
LTD 


TN 19-0100 | Ka Shing Enterprises (H.K.) 
Limited 

TN 19-0099 |Ka Shing Enterprises (H.K.) 
Limited 

TN 19-0098 |Cheung Hing Building Material & 
Engineering Company 

TN 19-0097  |H20 (Pro) Limited 


TN 19-0096  |H20 (Pro) Limited 


Company's Telephone / Web Site 


2411 1626 


2510 2328 


www.bschk.com 


www.kashingehk.com 


www.rigel.com.sg 


www.kashingehk.com 


www.kashingehk.com 


2411 1626 


2891 9772 


www.ebon.com.hk 


2891 9772 
www.ebon.com.hk 





o 


H20 PRO F-0411-CP-E2 


H20 PRO F-4001-E2 


Country of Origin 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


16.8.2019 


16.8.2019 


12.8.2019 


12.8.2019 


7.8.2019 


31.7.2019 


31.7.2019 


17.7.2019 


17.7.2019 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 31.3.2022) 


Registration Company 


Number 


TN 19-0095 | Dreyer & Co., Ltd 

TN 19-0094  |Dreyer & Co., Ltd 

TN 19-0093 [Cheung Hing Building Material & 
Engineering Company 

TN 19-0092 |Cheung Hing Building Material & 
Engineering Company 


Kimsion Plastic & Metal 
Manufacturing Limited 

Arnhold & Co., Ltd. 

E&I International Limited 

E&I International Limited 


TN 19-0085 [E&I International Limited 


Company's Telephone / Web Site 


2613 2016 
www.dreyer.com.hk 


2613 2016 
www.dreyer.com.hk 


2411 1626 


2411 1626 


2493 0257 
www.kimsion.com 


2807 9400 
www.arnhold.com.hk 


2384 0682 
www. bellini-italy.com 


2384 0682 
www. bellini-italy.com 


2384 0682 
www. bellini-italy.com 





Bellini 


Bellini 


BDR-MX-4632-XXX 


Country of Origin 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


12.7.2019 


12.7.2019 


12.7.2019 


12.7.2019 


5.7.2019 


17.6.2019 


14.6.2019 


14.6.2019 


14.6.2019 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 19-0076 


Company 


Hansbo Building Materials 
Company Ltd 


P & P Suppliers Limited 


P & P Suppliers Limited 


Kawatatsu Building Materials 
Supplier Limited 


Kawatatsu Building Materials 
Supplier Limited 


Kawatatsu Building Materials 
Supplier Limited 


Kawatatsu Building Materials 
Supplier Limited 


Kawatatsu Building Materials 
Supplier Limited 


Kawatatsu Building Materials 
Supplier Limited 


Company's Telephone / Web Site 


www.hansbo.com.hk 


2787 1322 


2787 1322 


2787 1322 


2787 1322 


2787 1322 


2787 1322 





Country of Origin 
PerfectBath 
PerfectBath 


BH23 + S5-2L 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


6.6.2019 


30.5.2019 


30.5.2019 


15.7.2019 


15.7.2019 


15.7.2019 


15.7.2019 


15.7.2019 


15.7.2019 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 19-0067 


Company 


Kawatatsu Building Materials 
Supplier Limited 


Kawatatsu Building Materials 
Supplier Limited 


Kawatatsu Building Materials 
Supplier Limited 


Kawatatsu Building Materials 
Supplier Limited 


Kawatatsu Building Materials 
Supplier Limited 


Kawatatsu Building Materials 
Supplier Limited 


K&E Technology Limited 


K&E Technology Limited 


ACME Sanitary Ware Company 
Limited 


Company's Telephone / Web Site 


2787 1322 


2787 1322 


2787 1322 


2787 1322 


2787 1322 


2787 1322 


2388 7171 
www.acmesanitaryware.com.hk 





UU 
BH20A + SH2-6L 
BH20A + S3-4L 
BH20A + S5-2L 
BH20 + SH2-6L 
BH20 + S3-4L 
BH20 + S5-2L 
K&E LB180 
Technology 
K&E LB280 
Technology 
EM3040.100 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


24.5.2019 


24.5.2019 


24.5.2019 


24.5.2019 


24.5.2019 


24.5.2019 


24.5.2019 


24.5.2019 


22.5.2019 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 31.3.2022) 
Registration Company Company's Telephone / Web Site Country of Origin Symbolic Water Nominal Flow] Additional Date of Issue 
Number Presentation on | Efficiency Rate Merit(s) 
the Water Grade (litre/minute) 
Efficiency Label (1/2/3/4) 


TN 19-0066  |Ka Shing Enterprises (H.K.) www.kashingehk.com Schleich S-312 y 5 20.5.2019 
Limited wes 
TN 19-0065 |VSC Building Products Company |2186 8280 DLE124BSK i Automatic 20.5.2019 
Limited www.leisureplushk.com wes closing 
mechanism 
TN 19-0064  |Glory Top Building Materials 3583 8333 IR-WSPOUT-C/P + : Automatic 20.5.2019 
Limited www.glorytop.com.hk FR-FLEXI/2-PLA closing 
mechanism 
TN 19-0063  |Delabie Limited 39719194 Delabie 745440 France Š Automatic 20.5.2019 
www.delabie.com wes closing 
mechanism 
TN 19-0062  |Delabie Limited 3971 9194 Delabie 745301 France Š Automatic 20.5.2019 
www.delabie.com wes closing 
mechanism 
TN 19-0061  |Delabie Limited 3971 9194 745300 Š Automatic 20.5.2019 
www.delabie.com wes closing 
mechanism 
TN 19-0060  |Delabie Limited 3971 9194 Delabie 745101 France Š Automatic 20.5.2019 
www.delabie.com wes closing 
mechanism 
TN 19-0059 |Delabie Limited 3971 9194 Delabie 745100 France Š Automatic 20.5.2019 
www.delabie.com wes closing 
mechanism 


TN 19-0058 |Ka Shing Enterprises (H.K.) www.kashingehk.com A-101 Š 16.5.2019 
Limited Sx 




















The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration Company Company's Telephone / Web Site Model Country of Origin Symbolic Water Nominal Flow] Additional Date of Issue 
Number Presentation on | Efficiency Rate Merit(s) 
the Water Grade (litre/minute) 
Efficiency Label (1/2/3/4) 
TN 19-0057  |Ka Shing Enterprises (H.K.) www.kashingehk.com CN-038 y : 16.5.2019 
Limited wes 
TN 19-0056 |Ka Shing Enterprises (H.K.) www.kashingehk.com A-312 $ 16.5.2019 
Limited wes 
TN 19-0055 |Cheung Hing Building Material & |2411 1626 H5471MM J Automatic 8.5.2019 
Engineering Company closing 
mechanism 
TN 19-0054 |VSC Building Products Company |2186 8280 TENA40AW Automatic 12.4.2019 
Limited www.leisureplushk.com closing 
mechanism 
TN 19-0053 |Delabie Limited 3971 9194 Delabie 379D13 France 3. Automatic 12.4.2019 
www.delabie.com wes closing 
mechanism 
TN 19-0052  |Delabie Limited 3971 9194 379DER 3. Automatic 12.4.2019 
www.delabie.com wes closing 
mechanism 
TN 19-0051  |Delabie Limited 3971 9194 Delabie 378015 France 3. Automatic 12.4.2019 
www.delabie.com wes closing 
mechanism 
TN 19-0050  (Delabie Limited 3971 9194 Delabie 440006 France $ Automatic 12.4.2019 
www.delabie.com Wes closing 
mechanism 
TN 19-0049  |Delabie Limited 3971 9194 440001HK : Automatic 12.4.2019 
www.delabie.com wes closing 
mechanism 




















The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 19-0037 


Company 


MICKO LIMITED 


Glory Top Building Materials 
Limited 


ACME Sanitary Ware Company 
Limited 


Dynamic Building Material 
Company Limited 


Dynamic Building Material 
Company Limited 


Dynamic Building Material 
Company Limited 


Dynamic Building Material 
Company Limited 


VSC Building Products Company 
Limited 


Hung Cheong Hong International 
Ltd 


Company's Telephone / Web Site 


3583 8333 
www.glorytop.com.hk 


2388 7171 
www.acmesanitaryware.com.hk 


2838 0692 
www.dynamichk.com 


2838 0692 
www.dynamichk.com 


2838 0692 
www.dynamichk.com 


2838 0692 
www.dynamichk.com 


2186 8280 
www.leisureplushk.com 


2698 1012 





Schell 


Schell 


Schell 


Hydrotek 


505-21 
IR-100/ZOO-C/P + 


FR — 100/2-PLA 


EMS103 


H-5000E-LS6 


Country of Origin 


South Africa 


Germany 


Germany 


Germany 


Germany 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


4.4.2019 


29.3.2019 


25.3.2019 


29.3.2019 


29.3.2019 


29.3.2019 


29.3.2019 


4.3.2019 


26.4.2019 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 19-0036 


TN 19-0035 
TN 19-0034 


TN 19-0029 


TN 19-0028 


Company 


Hung Cheong Hong International 
Ltd 


Hung Cheong Hong International 
Ltd 


Hung Cheong Hong International 
Ltd 


Hung Cheong Hong International 
Ltd 


Hung Cheong Hong International 
Ltd 


VSC Building Products Company 
Limited 


Star Link China Limited 


Glory Top Building Materials 
Limited 


RIGEL TECHNOLOGY (S) PTE 
LTD 


Company's Telephone / Web Site 


2698 1012 


2698 1012 


2698 1012 


2698 1012 


2698 1012 


2186 8280 


www.leisureplushk.com 


2811 5868 


3583 8333 


www.glorytop.com.hk 


www.rigel.com.sg 





Hydrotek 


Hydrotek 


Hydrotek 


Hydrotek 


Hydrotek 


Kohler 


Country of Origin 
7 
7 
7 
7 


IR-100/LIF-C/P + FR- 
100/2-PLA 


RL-ST303Ly-xx- 
HKM 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


26.4.2019 


26.4.2019 


26.4.2019 


26.4.2019 


26.4.2019 


4.3.2019 


4.3.2019 


4.3.2019 


15.2.2019 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration Company Company's Telephone / Web Site Model Country of Origin Symbolic Water Nominal Flow] Additional Date of Issue 
Number Presentation on | Efficiency Rate Merit(s) 
the Water Grade (litre/minute) 
Efficiency Label (1/2/3/4) 
TN 19-0026 |E&I International Limited 2384 0682 Bellini B108D 3 Automatic 15.2.2019 
www.bellini-italy.com closing 
mechanism 
TN 19-0025 |VSC Building Products Company |2186 8280 TLI9AR : Automatic 15.2.2019 
Limited www.leisureplushk.com wes closing 
mechanism 
TN 19-0024 |VSC Building Products Company |2186 8280 DLE110A2N Automatic 15.2.2019 
Limited www.leisureplushk.com closing 
mechanism 
TN 19-0023 |VSC Building Products Company |2186 8280 DLE110A1N 3 Automatic 15.2.2019 
Limited www.leisureplushk.com closing 
mechanism 
TN 19-0022 |Dragon Fine Design Limited 3791 2360 MIKI-2510 $ Automatic 15.2.2019 
www.dragonfine.com wes closing 
mechanism 
TN 19-0021 |Dragon Fine Design Limited 3791 2360 MIKI-2650 5 Automatic 15.2.2019 
www.dragonfine.com closing 
mechanism 
TN 19-0020 |VSC Building Products Company |2186 8280 DLE126A1 : Automatic 15.2.2019 
Limited www.leisureplushk.com closing 
mechanism 
TN 19-0019 |VSC Building Products Company |2186 8280 DLE126A : Automatic 15.2.2019 
Limited www.leisureplushk.com closing 
mechanism 


TN 19-0018 Star Link China Limited 2811 5868 K-9328H-YY ; : Automatic 8.2.2019 
closing 
mechanism 




















The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 31.3.2022) 


Registration Company 


Number 


TN 19-0017 [Star Link China Limited 

TN 19-0014 |RIGEL TECHNOLOGY (S) PTE 
LTD 

TN 19-0013 |RIGEL TECHNOLOGY (S) PTE 
LTD 

TN 19-0012 |RIGEL TECHNOLOGY (S) PTE 
LTD 


TN 19-0011 |RIGEL TECHNOLOGY (S) PTE 
LTD 

TN 19-0010 |RIGEL TECHNOLOGY (S) PTE 
LTD 

TN 19-0009 |RIGEL TECHNOLOGY (S) PTE 
LTD 

TN 19-0008  |H20 (Pro) Limited 


TN 19-0003 [E&I International Limited 


Company's Telephone / Web Site 


2811 5868 


www.rigel.com.sg 


www.rigel.com.sg 


www.rigel.com.sg 


www.rigel.com.sg 


www.rigel.com.sg 


www.rigel.com.sg 


2891 9772 


www.ebon.com.hk 


2384 0682 
www. bellini-italy.com 





Country of Origin 


Kohler K-8398H-YY 


RL-ST103S Wy-xx- 
HKM 


RL-ST103WNy-xx- 
HKM 


RL-ST310GNXy-xx- 
HKM 


RL-ST310GNy-xx- 
HKM 


RL-ST103SSNy-xx- 
HKM 


RL-ST303Vy-xx- 
HKM 


H20 PRO 


BL-28/YY 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


8.2.2019 


31.1.2019 


31.1.2019 


31.1.2019 


31.1.2019 


31.1.2019 


31.1.2019 


25.1.2019 


11.1.2019 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 





























Registration Company Company's Telephone / Web Site Model Country of Origin Symbolic Water Nominal Flow] Additional Date of Issue 
Number Presentation on | Efficiency Rate Merit(s) 
the Water Grade (litre/minute) 
Efficiency Label (1/2/3/4) 
TN 19-0002 |E&I International Limited 2384 0682 Bellini BH-08/YY Automatic 11.1.2019 
www. bellini-italy.com closing 
mechanism 
TN 19-0001 [E&I International Limited 2384 0682 Bellini KK-06-YY Automatic 11.1.2019 
www. bellini-italy.com closing 
mechanism 
TN 18-0085  [Arnhold & Co., Ltd. 2807 9400 Kohler K-98452H-CP China 1 1.6 Automatic 14.12.2018 
www.arnhold.com.hk 5 closing 
mechanism 
TN 18-0084 |Grohe Hong Kong Limited 2806 0611 American WF-4609.101.50 + Automatic 7.12.2018 
www.grohe.com Standard A5.9042.1 closing 
mechanism 
TN 18-0083 |Grohe Hong Kong Limited 2806 0611 American CF-4609.101.50 + Automatic 7.12.2018 
www.grohe.com Standard A5.9042.1 closing 
mechanism 
TN 18-0082  |Winkler Ltd 2967 8438 WK-SE822 7.12.2018 
www.winklerlimited.com 
TN 18-0081  |Winkler Ltd 2967 8438 Winkler WK-SE812 Automatic 7.12.2018 
www. winklerlimited.com closing 
mechanism 
TN 18-0080 3 |VSC Building Products Company |2186 8280 DLE105AN Automatic 7.12.2018 
Limited www.leisureplushk.com closing 
mechanism 
TN 18-0079 |VSC Building Products Company |2186 8280 Automatic 7.12.2018 


Limited 


www.leisureplushk.com 








DLE110AN 











closing 
mechanism 








The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 31.3.2022) 


Registration Company 


Number 


TN 18-0078 IVSC Building Products Company 
Limited 

TN 18-0077 |VSC Building Products Company 
Limited 

TN 18-0076 |VSC Building Products Company 
Limited 

TN 18-0075 IVSC Building Products Company 
Limited 


TN 18-0074 |Kimsion Plastic & Metal 
Manufacturing Limited 

TN 18-0073 |Glory Top Building Materials 
Limited 

TN 18-0072 |E&I International Limited 

TN 18-0071 [E&I International Limited 


TN 18-0070 |Grohe Hong Kong Limited 


Company's Telephone / Web Site 


2186 8280 
www.leisureplushk.com 


2186 8280 
www.leisureplushk.com 


2186 8280 
www.leisureplushk.com 


2186 8280 
www.leisureplushk.com 


2493 0257 
www.kimsion.com 


3583 8333 
www.glorytop.com.hk 


2384 0682 
www. bellini-italy.com 


2384 0682 
www. bellini-italy.com 


2806 0611 
www.grohe.com 





Bellini 


Bellini 


IR-100/ASC-C/P + 
FR-100/2-PLA 


B140688 
BL/GL-3338 


LFV-PO2B + 
A5.9042.1 


Country of Origin 


Vietnam 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


7.12.2018 


7.12.2018 


7.12.2018 


7.12.2018 


23.11.2018 


23.11.2018 


14.11.2018 


6.11.2018 


31.10.2018 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration Company Company's Telephone / Web Site Model Country of Origin Symbolic Water Nominal Flow] Additional Date of Issue 
Number Presentation on | Efficiency Rate Merit(s) 
the Water Grade (litre/minute) 
Efficiency Label (1/2/3/4) 

TN 18-0069 |Dyson Singapore PTE Limited 9689 6736 WD06 Malaysia Automatic 26.10.2018 
www.dyson.hk/zh-HK/hand- closing 
dryers/airblade-tap.aspx mechanism 

TN 18-0068 |Dyson Singapore PTE Limited 9689 6736 WDOS Malaysia Automatic 26.10.2018 
www.dyson.hk/zh-HK/hand- closing 
dryers/airblade-tap.aspx mechanism 

TN 18-0067 |Dyson Singapore PTE Limited 9689 6736 WD04 Malaysia Automatic 26.10.2018 
www.dyson.hk/zh-HK/hand- closing 
dryers/airblade-tap.aspx mechanism 

TN 18-0066 |Grohe Hong Kong Limited 2806 0611 36446000 Germany 3. Automatic 15.10.2018 
www.grohe.com wes closing 

mechanism 

TN 18-0065 |Grohe Hong Kong Limited 2806 0611 20238000 + : 15.10.2018 
www.grohe.com 40.2058.023 ws 

TN 18-0064  |Dreyer & Co., Ltd 2613 2016 B202-II : 9.10.2018 
www.dreyer.com.hk 

TN 18-0063 |Dreyer & Co., Ltd 2613 2016 B202-I : 9.10.2018 
www.dreyer.com.hk 

TN 18-0062 |Dragon Fine Design Limited 3791 2360 MIKI-2433 J Automatic 3.10.2018 
www.dragonfine.com closing 

mechanism 


TN 18-0061 |Arnhold & Co., Ltd. 2807 9400 EMS-MX-4645-G00 ! i Automatic 27.9.2018 
www.arnhold.com.hk closing 
mechanism 




















The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 
Registration Company Company's Telephone / Web Site Country of Origin Symbolic Water Nominal Flow] Additional Date of Issue 
Number Presentation on | Efficiency Rate Merit(s) 
the Water Grade (litre/minute) 
Efficiency Label (1/2/3/4) 


TN 18-0060  |Glory Top Building Materials 3583 8333 Torneiras Roriz EST022 Portugal : Automatic 27.9.2018 
Limited www.glorytop.com.hk closing 
mechanism 
TN 18-0059 |Grohe Hong Kong Limited 2806 0611 American WF-8815.000.50 + 3. Automatic 6.9.2018 
www.grohe.com Standard AS.9046.1 closing 
mechanism 
TN 18-0058 |E&I International Limited 2384 0682 F102000G2 : 31.8.2018 
www.bellini-italy.com 
TN 18-0057 |Grohe Hong Kong Limited 2806 0611 American WF-8815.000.50 + : Automatic 15.8.2018 
www.grohe.com Standard A5.9042.1 closing 
mechanism 
TN 18-0056 |Grohe Hong Kong Limited 2806 0611 American WF-8805.000.50 + 3. Automatic 15.8.2018 
www.grohe.com Standard AS.9046.1 ws closing 
mechanism 
TN 18-0055 |Grohe Hong Kong Limited 2806 0611 American WF-8805.000.50 + j I Automatic 14.8.2018 
www.grohe.com Standard AS.9042.1 closing 
mechanism 
TN 18-0054 |Arnhold & Co., Ltd. 2807 9400 EMS-Mx-4646-G00 j : Automatic 10.8.2018 
www.arnhold.com.hk . closing 
mechanism 
TN 18-0053 |Arnhold & Co., Ltd. 2807 9400 Bain d'OR |BDR-MX-4620-XXX- J Automatic 10.8.2018 
www.arnhold.com.hk closing 
mechanism 


TN 18-0052 |Arnhold & Co., Ltd. 2807 9400 BDR-MX-4633-XXX f i Automatic 7.8.2018 
www.arnhold.com.hk closing 


mechanism 




















The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 18-0042 


Company 


Arnhold & Co., Ltd. 


Delta Force Company 


Delta Force Company 


Delta Force Company 


Delta Force Company 


Delta Force Company 


E&I International Limited 


Grohe Hong Kong Limited 


Arnhold & Co., Ltd. 


Company's Telephone / Web Site 


2807 9400 
www.arnhold.com.hk 


2898 7400 


2898 7400 


2898 7400 


2898 7400 


2898 7400 


2384 0682 


www. bellini-italy.com 


2806 0611 
www.grohe.com 


2807 9400 
www.arnhold.com.hk 





Bain d'Or 


Bellini 


Model 


BDR-MX-4627-XXX 


36439000 + 
A5.9046.1 


EMS-MX-4643-G00 


Country of Origin 


Switzerland 


Switzerland 


Switzerland 


Switzerland 


Switzerland 


Germany 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


7.8.2018 


6.8.2018 


6.8.2018 


6.8.2018 


6.8.2018 


6.8.2018 


6.8.2018 


6.8.2018 


24.7.2018 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 18-0037 


TN 18-0036 


TN 18-0035 
TN 18-0034 


TN 18-0033 


Company 


Arnhold & Co., Ltd. 


Grohe Hong Kong Limited 


Luen Hing Hong Building 


Materials Limited 


Luen Hing Hong Building 


Materials Limited 


Glory Top Building Materials 


Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Company's Telephone / Web Site 


2807 9400 
www.arnhold.com.hk 


2806 0611 
www.grohe.com 


2391 0356 


2391 0356 


3583 8333 
www.glorytop.com.hk 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 





Bain d'Or 


American 


Standard 


WALRUS 


WALRUS 


BDR-MX-4622- 


XXX-A 


A-2400-N + 
A5.9042.1 


WR-504917 WE-1 


WR-504817 WE-1 


36439000 + 
A5.9042.1 


36439000 


20422000 + 
A5.9046.1 


20422000 + 
A5.9042.1 


Country of Origin 


Thailand 


Germany 


Germany 


Thailand 


Thailand 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


17.7.2018 


13.7.2018 


17.7.2018 


17.7.2018 


13.7.2018 


6.7.2018 


6.7.2018 


6.7.2018 


6.7.2018 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 31.3.2022) 


Registration Company 


Number 


Grohe Hong Kong Limited 
Grohe Hong Kong Limited 
Grohe Hong Kong Limited 
Tin Fat Plastic (International) Ltd 


TN 18-0028  |Tin Fat Plastic (International) Ltd 

TN 18-0027  |Glory Top Building Materials 
Limited 

TN 18-0026  |Glory Top Building Materials 
Limited 

TN 18-0025 Glory Top Building Materials 
Limited 


TN 18-0024 |Grohe Hong Kong Limited 


Company's Telephone / Web Site 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2893 5663 
www.tinfat.com 


2893 5663 
www.tinfat.com 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


3583 8333 
www.glorytop.com.hk 


2806 0611 
www.grohe.com 





Country of Origin 


CF-8837.000.50 + 
40.7458.010 


American 
Standard 


INAX A-5625 + 
A5.9042.1 


CF-8832.000.50 + 
40.7458.010 


American 


Standard 


A6102SA.00.G1 


A6102SA.00.G2 


Miniuno 


Class Metal 


Tube Plus RZ 


36337000 + 
36334SD0 + 
A5.9046.1 


Germany 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


4.7.2018 


6.7.2018 


6.7.2018 


4.7.2018 


4.7.2018 


4.7.2018 


4.7.2018 


4.7.2018 


15.6.2018 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 31.3.2022) 


Registration Company 


Number 


Grohe Hong Kong Limited 
Grohe Hong Kong Limited 
Grohe Hong Kong Limited 
Arnhold & Co., Ltd. 


Sandbrook Ltd. 

Arnhold & Co., Ltd. 

Tin Fat Plastic (International) Ltd 
Grohe Hong Kong Limited 


TN 18-0013 |Grohe Hong Kong Limited 


Company's Telephone / Web Site 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2807 9400 
www.arnhold.com.hk 


2699 0968 
sandbrook.hk 


2807 9400 
www.arnhold.com.hk 


2893 5663 
www.tinfat.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 





American 
Standard 


American 
Standard 


TUBRAK 


Daimler 


Country of Origin 


36337000 + 
36334SDO + 
A5.9042.1 


Germany 


WF-8800.000.50 + 
A5.9046.1 


WF-8800.000.50 + 


A5.9042.1 


EMS-MX-36103-G00 


AB38001G 


K-98454H-CP 


36271000 + 
40.7B59.000 


Germany 


Euroeco Germany 
Cosmopolitan E 


36.271 + 40.7B59.000 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


6.7.2018 


12.6.2018 


12.6.2018 


7.6.2018 


1.6.2018 


23.4.2018 


23.4.2018 


6.3.2018 


6.3.2018 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 18-0004 


Company 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Grohe Hong Kong Limited 


Company's Telephone / Web Site 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 


2806 0611 
www.grohe.com 





Euroeco 
Cosmopolitan E 
36.271 + 40.7D59.000 


36271000 + 
40.7D59.000 


Euroeco 
Cosmopolitan E 
36.269 + A5.9042.1 


Euroeco 
Cosmopolitan E 
36.269 4 40.7D59.000 


20025000 + 
A5.9042.1 


36271000 + 
A5.9042.1 


Euroeco 
Cosmopolitan E 
36.271 + A5.9042.1 


Euroeco 
Cosmopolitan E 
36.269 + 40.7B59.000 


36274000 + A5.9046 


Country of Origin 


Germany 


Germany 


Germany 


Portugal 


Germany 


Germany 


Germany 


Germany 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


6.3.2018 


6.3.2018 


14.2.2018 


14.2.2018 


9.2.2018 


9.2.2018 


9.2.2018 


9.2.2018 


9.2.2018 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 31.3.2022) 
Company 


Registration 


Number 





Company's Telephone / Web Site 








Model 


Country of Origin 


Symbolic 
Presentation on 


the Water 
Efficiency Label 


Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 


Additional 
Merit(s) 





Date of Issue 





www.tinfat.com 














closing 
mechanism 


TN 18-0003 |James Wong & Co. Ltd 2811 5868 Presto 56634 France 1 Automatic 26.1.2018 
www.jameswongco.com.hk closing 
mechanism 
TN 18-0002  |Luen Hing Hong Building 2391 0356 WALRUS WR-502847WE-2 5.1.2018 
Materials Limited 
TN 18-0001 |Dragon Fine Design Limited 3791 2360 MIKI-2201 Automatic 5.1.2018 
www.dragonfine.com closing 
mechanism 
TN 17-0036  [Arnhold & Co., Ltd. 2807 9400 Bain d'Or | BDR-MX-30203-A00 China 1 1.6 N/A 15.12.2017 
www.arnhold.com.hk 9 
TN 17-0035  |Kimsion Plastic & Metal 2493 0257 E00-2201 Automatic 12.12.2017 
Manufacturing Limited www.kimsion.com closing 
mechanism 
TN 17-0033 |Glory Top Building Materials 3583 8333 IR-WSPOUT-C/P Automatic 8.12.2017 
Limited www.glorytop.com.hk closing 
mechanism 
TN 17-0032  |Glory Top Building Materials 3583 8333 IR-DSPOUT-C/P Automatic 8.12.2017 
Limited www.glorytop.com.hk closing 
mechanism 
TN 17-0030  |Tin Fat Plastic (International) Ltd 12893 5663 A-S009-DY Automatic 4.12.2017 
www.tinfat.com closing 
mechanism 
2893 5663 Daimler A-A001 Automatic 4.12.2017 


TN 17-0029  |Tin Fat Plastic (International) Ltd 











The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration Company Company's Telephone / Web Site Model Country of Origin Symbolic Water Nominal Flow] Additional Date of Issue 
Number Presentation on | Efficiency Rate Merit(s) 
the Water Grade (litre/minute) 
Efficiency Label (1/2/3/4) 
TN 17-0028  |Cheung Hing Building Material & |2411 1626 AST-L-004 : Automatic 24.11.2017 
Engineering Company ( closing 
mechanism 
TN 17-0027  |Arnhold & Co., Ltd. 2807 9400 Bain d'Or BDR-MX-4616-XXX 3: Automatic 7.11.2017 
www.arnhold.com.hk X closing 
mechanism 
TN 17-0026  [Arnhold & Co., Ltd. 2807 9400 BDR-MX-4631-XXX 3. Automatic 7.11.2017 
www.arnhold.com.hk closing 
mechanism 
TN 17-0025  |Grohe Hong Kong Limited 2806 0611 36274000 Germany Automatic 29.9.2017 
www.grohe.com closing 
mechanism 
TN 17-0024 |Arnhold & Co., Ltd. 2807 9400 BRI-805-BW : Automatic 22.9.2017 
www.arnhold.com.hk closing 
mechanism 
TN 17-0023 |Arnhold & Co., Ltd. 2807 9400 BRI-805-RW : Automatic 22.9.2017 
www.arnhold.com.hk closing 
mechanism 
TN 17-0017 |Dragon Fine Design Limited 3791 2360 MIKI-2200-2L F Automatic 14.9.2017 
www.dragonfine.com closing 
mechanism 
TN 17-0016 JE&I International Limited 2384 0682 Bellini KK-088-YY P Automatic 6.9.2017 
www.bellini-italy.com closing 
mechanism 
TN 17-0015 |Cheung Hing Building Material & |2411 1626 AST-L-005 : Automatic 22.8.2017 
Engineering Company ( closing 
mechanism 




















The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 31.3.2022) 


Registration Company 


Number 


TN 17-0014 |Arnhold & Co., Ltd. 

TN 17-0013 |Arnhold & Co., Ltd. 

TN 17-0012  [Arnhold & Co., Ltd. 

TN 17-0011 |Cheung Hing Building Material & 
Engineering Company 

TN 17-0010 |Cheung Hing Building Material & 
Engineering Company 

TN 17-0009 |Cheung Hing Building Material & 
Engineering Company 

TN 17-0008 |Dragon Fine Design Limited 

TN 17-0007 |Dragon Fine Design Limited 


TN 17-0006 |Dragon Fine Design Limited 


Company's Telephone / Web Site 


2807 9400 
www.arnhold.com.hk 


2807 9400 
www.arnhold.com.hk 


2807 9400 
www.arnhold.com.hk 


2411 1626 


2411 1626 


2411 1626 


3791 2360 
www.dragonfine.com 


3791 2360 
www.dragonfine.com 


3791 2360 
www.dragonfine.com 





Country of Origin 


BDR-MX-4622-XXX 
TRM-2215-CC 
EMS-MX-4627-G00 


Bain d'Or - 
LT3 


Treemme 


Sanfit 


Sanfit (TCK) 


MIKI-2436-3.3L 


Sanfit (TCK) 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


9.11.2017 


18.8.2017 


28.7.2017 


20.6.2017 


20.6.2017 


20.6.2017 


1.6.2017 


1.6.2017 


1.6.2017 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 


Number 





Company 





Company's Telephone / Web Site 











Country of Origin 


Symbolic 
Presentation on 
the Water 
Efficiency Label 


Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 


Additional 
Merit(s) 








Date of Issue 











TN 17-0005 |J W Engineering & Trading 2811 5918 Stern D28E Israel Automatic 19.5.2017 
Limited closing 
mechanism 
TN 17-0004 |J W Engineering & Trading 2811 5918 Stern D28B Israel Automatic 19.5.2017 
Limited closing 
mechanism 
TN 17-0003 |Dragon Fine Design Limited 3791 2360 MIKI-2871_2.6L Automatic 19.5.2017 
www.dragonfine.com closing 
mechanism 
TN 17-0002 (Dragon Fine Design Limited 3791 2360 MIKI-2200-4L Automatic 19.5.2017 
www.dragonfine.com closing 
mechanism 
TN 17-0001 |James Wong & Co. Ltd 2811 5868 Presto SO'O 56224 Automatic 24.02.2017 
www.jameswongco.com.hk closing 
mechanism 
TN 16-0011  [Arnhold & Co., Ltd. 2807 9400 EMSA EMS-TK-201LT35 China 1 1.7 N/A 24.02.2017 
www.arnhold.com.hk J 
TN 16-0010 |Arnhold & Co., Ltd. 2807 9400 EMS-MX-30203-G00 1.8 N/A 30.12.2016 
www.arnhold.com.hk 
TN 16-0009 |J W Engineering & Trading 2811 5918 Stern Easy E Israel 1.9 N/A 14.09.2016 
Limited 
J W Engineering & Trading 2811 5918 1.9 N/A 14.09.2016 


TN 16-0008 


Limited 








i 

















The Voluntary 


Register (as at 
Registration 


Number 





Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


31.3.2022) 


Company Company's Telephone / Web Site 











Country of Origin 


Symbolic 
Presentation on 
the Water 
Efficiency Label 


Water 
Efficiency 
Grade 
(1/2/3/4) 





Nominal Flow 
Rate 
(litre/minute) 











Additional 
Merit(s) 


Date of Issue 





TN 16-0007 |J W Engineering & Trading 2811 5918 Stern Tubular E Israel 14.09.2016 
Limited 
TN 16-0006  |JW Engineering & Trading 2811 5918 Stern Tubular B Israel 14.09.2016 
Limited 
TN 16-0005 |J W Engineering & Trading 2811 5918 Stern Smart E 14.09.2016 
Limited 
TN 16-0004 |J W Engineering & Trading 2811 5918 Stern Smart B Israel 14.09.2016 
Limited 
TN 16-0003 (Glory Top Building Materials 3583 8333 DMP 89206 (DC operated) Automatic 04.07.2016 
Limited www. glorytop.com.hk closing 
mechanism 
TN 16-0002  |Glory Top Building Materials 3583 8333 29206 (AC operated) Automatic 04.07.2016 
Limited www. glorytop.com.hk closing 
mechanism 
TN 16-0001 |J W Engineering & Trading 2811 5918 Stern Green E Israel 1.5 N/A 25.04.2016 
Limited 
TN 14-0004  |Dreyer & Co., Ltd 2613 2016 RENE D09-M China 6 y 3 5.8 Automatic 06.03.2014 
www.dreyer.com.hk À J 9 closing 
mechanism 
TN 14-0003 |Dreyer & Co., Ltd 2613 2016 Automatic 06.03.2014 


www.dreyer.com.hk 




















closing 
mechanism 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 


Registration 


Number 





31.3.2022) 


Company's Telephone / Web Site 








Model 


Country of Origin 


Symbolic 
Presentation on 
the Water 
Efficiency Label 


Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 


Additional 
Merit(s) 





Date of Issue 





Sanitary Wares Limited 


www.shunlee.com.hk 

















closing 
mechanism 


TN 14-0002  |Dreyer & Co., Ltd 2613 2016 DO9-I Automatic 06.03.2014 
www.dreyer.com.hk closing 
mechanism 
TN 14-0001  |Glory Top Building Materials 3583 8333 Armitage Sensorflow 21 Automatic 12.02.2014 
Limited www.glorytop.com.hk Shanks closing 
mechanism 
TN 13-0011 Dreyer & Co., Ltd 2613 2016 RENE C511-I China j 3 5.5 Automatic 23.09.2013 
www.dreyer.com.hk ©) 9 9 closing 
mechanism 
TN 13-0010 |Dreyer & Co., Ltd 2613 2016 C511-II Automatic 23.09.2013 
www.dreyer.com.hk closing 
mechanism 
TN 13-0009 |Dreyer & Co., Ltd 2613 2016 C511-I Automatic 23.09.2013 
www.dreyer.com.hk closing 
mechanism 
TN 13-0008  |Dreyer & Co., Ltd 2613 2016 C311X-III Automatic 04.07.2013 
www.dreyer.com.hk closing 
mechanism 
TN 13-0007  |Dreyer & Co., Ltd 2613 2016 C311X-II Automatic 04.07.2013 
www.dreyer.com.hk closing 
mechanism 
TN 13-0006  |Dreyer & Co., Ltd 2613 2016 C311X-I Automatic 04.07.2013 
www.dreyer.com.hk closing 
mechanism 
Shun Lee Building Materials & 2478 2023 NO909 Automatic 25.06.2013 


TN 13-0005 











The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 


Number 





Company 


Company's Telephone / Web Site 








Model 


Country of Origin 





Symbolic 
Presentation on 


the Water 
Efficiency Label 


Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 


Additional 
Merit(s) 





Date of Issue 




















TN 13-0004 |Shun Lee Building Materials & 2478 2023 NO910 Automatic 25.06.2013 
Sanitary Wares Limited www.shunlee.com.hk closing 
mechanism 
TN 13-0003 |James Wong & Co. 2811 5868 Presto France Automatic 04.06.2013 
www.jameswongco.com.hk closing 
mechanism 
TN 12-0040 |James Wong & Co. Ltd 2811 5868 Presto P705 France j 1 2 Automatic 26.10.2012 
www.jameswongco.com.hk 9 closing 
mechanism 
TN 12-0039 |James Wong & Co. 2811 5868 Presto P2000 France Automatic 26.10.2012 
www.jameswongco.com.hk closing 
mechanism 
TN 12-0038 |James Wong & Co. 2811 5868 Presto P605 France Automatic 26.10.2012 
www.jameswongco.com.hk closing 
mechanism 
TN 12-0027  |Dreyer & Co., Ltd 2613 2016 C351X-III Automatic 13.04.2012 
www.dreyer.com.hk closing 
mechanism 
TN 12-0026  |Dreyer & Co., Ltd 2613 2016 C351X-II Automatic 13.04.2012 
www.dreyer.com.hk closing 
mechanism 
TN 12-0025  |Dreyer & Co., Ltd 2613 2016 C351X-I Automatic 13.04.2012 
www.dreyer.com.hk closing 
mechanism 
TN 11-0022  |Dreyer & Co., Ltd 2613 2016 RENE C739-III China 6 6 6 3 3.1 Automatic 18.11.2011 
www.dreyer.com.hk IX closing 














mechanism 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 


Register (as at 
Registration 
Number 


TN 11-0008 


31.3.2022) 


Dreyer & Co., Ltd 
Dreyer & Co., Ltd 


Grand Art Building Materials Ltd 


Grand Art Building Materials Ltd 


Dreyer & Co., Ltd 
Dreyer & Co., Ltd 
Dreyer & Co., Ltd 


Seatech Plastic & Metal (H.K.) Ltd 


Dreyer & Co., Ltd 


Company's Telephone / Web Site 


2613 2016 
www.dreyer.com.hk 


2613 2016 
www.dreyer.com.hk 


2490 1566 


2490 1566 


2613 2016 
www.dreyer.com.hk 


2613 2016 
www.dreyer.com.hk 


2613 2016 
www.dreyer.com.hk 


3595 2885 


2613 2016 
www.dreyer.com.hk 





D103-2L 


C321X-III 


Country of Origin 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


18.11.2011 


18.11.2011 


28.9.2011 


28.9.2011 


29.8.2011 


29.8.2011 


29.8.2011 


22.08.2011 


11.8.2011 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 


Number 





Company 





Company's Telephone / Web Site 








Model 


Country of Origin 





Symbolic 
Presentation on 


the Water 
Efficiency Label 


Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 


Additional 
Merit(s) 








Date of Issue 





TN 11-0007 |Dreyer & Co., Ltd 2613 2016 C321X-II Automatic 11.8.2011 
www.dreyer.com.hk closing 
mechanism 
TN 11-0006  |Dreyer & Co., Ltd 2613 2016 C321X-I Automatic 11.8.2011 
www.dreyer.com.hk closing 
mechanism 
TN 11-0005  |Grand Art Building Materials Ltd |2490 1566 GTB HD5133-Y Automatic 31.1.2011 
closing 
mechanism 
TN 11-0004 |Grand Art Building Materials Ltd |2490 1566 GTB HD5133DC Automatic 18.1.2011 
closing 
mechanism 
TN 11-0003 |Grand Art Building Materials Ltd |2490 1566 GTB HD5133AC Automatic 18.1.2011 
closing 
mechanism 
TN 11-0002  |Grand Art Building Materials Ltd |2490 1566 GTB HD507DC Automatic 18.1.2011 
closing 
mechanism 
TN 11-0001  |Grand Art Building Materials Ltd |2490 1566 GTB HD507AC Automatic 18.1.2011 
closing 
mechanism 
TN 10-0023 |Hung Cheong Hong International 12698 1012 LABETA LA-320A-SLY2 Taiwan 6 6 2 2.6 Automatic 6.1.2011 
Ltd closing 
mechanism 
Hung Cheong Hong International |2698 1012 LA-320-SLY2 Automatic 6.1.2011 


TN 10-0022 


Ltd 























closing 
mechanism 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 10-0013 


Company 


Hung Cheong Hong International 
Ltd 


Hung Cheong Hong International 
Ltd 


Hung Cheong Hong International 
Ltd 


Hung Cheong Hong International 
Ltd 


Hung Cheong Hong International 
Ltd 


Hung Cheong Hong International 
Ltd 


Hung Cheong Hong International 
Ltd 


Hung Cheong Hong International 
Ltd 


Hung Cheong Hong International 
Ltd 


Company's Telephone / Web Site 


2698 1012 


2698 1012 


2698 1012 


2698 1012 


2698 1012 


2698 1012 


2698 1012 


2698 1012 


2698 1012 





Hydrotek 


HB-7000-LS4 


Country of Origin 


Taiwan 


Taiwan 


Taiwan 


Taiwan 


Taiwan 


Taiwan 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


6.1.2011 


6.1.2011 


6.1.2011 


6.1.2011 


6.1.2011 


6.1.2011 


6.1.2011 


6.1.2011 


23.12.2010 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 10-0004 


Company Company's Telephone / Web Site 


Hung Cheong Hong International |2698 1012 
Ltd 


Hung Cheong Hong International |2698 1012 
Ltd 


Hung Cheong Hong International |2698 1012 
Ltd 


Hung Cheong Hong International |2698 1012 
Ltd 


Hung Cheong Hong International |2698 1012 
Ltd 


Hung Cheong Hong International |2698 1012 
Ltd 


Hung Cheong Hong International |2698 1012 
Ltd 


Seatech Plastic & Metal (H.K.) Ltd |3595 2885 


Seatech Plastic & Metal (H.K.) Ltd |3595 2885 





Hydrotek 


Hydrotek 


Hydrotek 


Hydrotek 


Hydrotek 


Hydrotek 


Hydrotek 


SBT-2002-4L 


Country of Origin 


Taiwan 


Taiwan 


Taiwan 


Taiwan 


Taiwan 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


23.12.2010 


23.12.2010 


23.12.2010 


23.12.2010 


23.12.2010 


23.12.2010 


23.12.2010 


7.12.2010 


7.12.2010 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Water Taps (Non-mixing type) 
Register (as at 31.3.2022) 


Registration 
Number 


TN 10-0003 


TN 10-0002 


TN 10-0001 


Company Company's Telephone / Web Site 


Seatech Plastic & Metal (H.K.) Ltd |3595 2885 


Hung Cheong Hong International |2698 1012 
Ltd 


Hung Cheong Hong International |2698 1012 
Ltd 





Hydrotek 


Hydrotek 


SBT-2002-2L 


HB-7000SLE-LS4 


HB-7000SLE-LSG2 


Country of Origin 


Taiwan 





Symbolic 
Presentation on 
the Water 
Efficiency Label 





Water 
Efficiency 
Grade 
(1/2/3/4) 


Nominal Flow 
Rate 
(litre/minute) 





Additional 
Merit(s) 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 


Automatic 
closing 
mechanism 





Date of Issue 


7.12.2010 


22.11.2010 


22.11.2010 





